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BUSINESS CAKDS. 



LOUISVILLE ADVERTISEMENTS. 



Jame^ Simpson Ions L 

SIMPSON & SCOTT, 
\Attorntys and Counselors at Law, 

FKANKFORT, KY., 
Office lfil><dning Yeoman Building — Tl\e same 
hercwforc occupied by John L. Scoll. 

Judge .1 amk-< rraJSON nnJ Jons L. Scott will here- 
after prnetios law in parLerohipia the Court of 
Appeals ami Federal Court nt Frankfort. Judge 
Siinpnin would re.-pectfullj refer to u 11 perxon^ who 
have known him. either at the Bar or as Circuit 
Judge in earl} life, or more recently a* Ju ise of the 
Court of Appeals of Kentucky. John I.. Scott would 
refer to t'u person* heretofore referred to by him 
in his published card. 

All busimss in the Court of Appeals and Federal 
Court entrusted to this iirmwill receive faithful and 
prompt atteLtioo. 
ian3 w&t-wly 

A. J. JAMES, 
Attorney and Counselor at Law, 

FRANKFORT, KY. 



•Scott jas. p. marsh ali johs a. Dickinson. 



NEW CARPET 

AND 

HOUSE FURNISHING STORE. 

MARSHALL & DICKINSON, 
Importoi-s *Ss Dealers, 

79 FoUKTH ST., BETWEEN MAIS AND MARKET, 

LOUISVILLE, KY. 

VT7"E arc now opening an entirely new stock, cm- 
VY braeiuK every variety, atyle, anil quaht) of 
handsome 
Carpets, 
Floor Oil Cloths 
Kilts, .Mats, 
India & Coeo Malting, 



CINCINNATI ADVE1ITISEMENTS. 
Iiiliaosrai^Jiy 

a and 
ENGRAVING 

PORTRAITS, Landscapes, IluiMinus. Show Cards, 
Banker's Drafts, Ceriifieates, Letter Heads Ac. 
Bonds, Certificates of Stock. Maps and Book Illus- 
trations, Visiting and Wedding Cards. 

MIIiLH.KTO.V BTROBR1DOE A CO., 
110 Walnut street. Udd bellows' Building. 
mnrSil wAt-wlv Cinciunati. Ouio. 



r^Ofiieo on West 
Court-house. 



side St. Clair street, near the 
fel/Jfi wit-wtf 



JOHN M. HARLAN, 

.Attorney at Law, 

FRANKFORT, KY. 

TOflicc on St. Clair street, with James Harla n. 

JOHN RODMAN, 



^Vttovney at Law, 

ST. CLAIR STREET, 
Two doors North of the Court-TIouse, 
FRANKFORT. KY 



Stair Rods 
Curtains, 
Gimps, 
Stair Linen. 



Tassels, 

Cornices, 
Hands. 
Shadus, 

Shade Trimmings, 
Crumb Cloths* 
Green Buizc. 



BLANKETS ajl widths, qualities, and prices. We 
also keep on hand and make in order Flags, Tar- 
paulins, .\lusquin> Ruts, bed Comforts, Ac, Ac. Our 
stock being entirely new, and having been selected 
with great care, we can offer such inducements, in 
stylus, qualities, and prices as are seldom tuuud west 
of the mountains. 

' MARSHALL A DICKINSON". 

79 Fourth st., Lot!., Ky. 

nul3 wAt-wtf * 



W 



fel 



JAMES P. METCALF, 

Attorney at Law 

FRANKFORT, KY. 

'ILL practice in the Court of Appeals. Office on 
St. Onit street, over Drs. Sneed & Hodman's. 
S3 n a t.wtr 



P. U. MAJOR, 

_A.ttorn.ey at Law, 

FRANKFORT, KY. 

FF1CE on St. Clair strcot, near the Court House. 



/AFF1C 
* ' Will 



prai'tice in the Circuit Courts of thefth 
Jucieial District. Court of Appeals, Federal Court, 
and all other courts held in Frankfort. 



O. W. (.'HADDOCK CUAi. F. t'llADDOCIi. 

CRADDCCK & CRADDOCE., 

-A.ttorn.eys at Law, 

FR\NKF0RT, KY. 

CjFFICK on St. Clair street, next door south of the 
'Branch Bank of Kentucky. 

Will practice law in copartnership in all the Courts 
holden in the city of Frankfort, and in the Circuit 
Courts of the adjoining counties. jau4 w&t-wtf 



HART & MAPOTHER, 
Lithographers and Fancy Printers, 

Southeast corner Market and Ihird Streets, 

LOUISVILLE, *KY., 

TXECUTK in the highest style of the art, every 
H< description ot F.MilfA V IMJ. PEN AND CHAT- 
OX LITHOUKAPUINU, COLOU PRINTING. A«„ 
4c. oct7w4t-wtl 

OHO. H.CAKY H. L. TALBO^T 

CARY & TALEOTT, 

qppomou to 
(BELL, TALBOTT & CO.,) 

DRl'ilOISTS AND AI'OTUKCAKIF.S. PAINTS, 
Oil*. Ac. 4 3 Market street, between Third and 
Fourth, Louisville, Ky. . 

JryFarticuUr attontion paid to Physicians' or- 
drr<. inariil wit-wly 



JOHN A. BAKER, 

MANUFACTURER OF AND DEALER 

IN 

IkfflXjITAItY GOODS, 

No. C3 Walker Stiikkt, (near Broadway,) 
NEW YORK. 

Hats, Caps, Swords, Sashes, Belts, Horse Equipments 
and all articles for the Military, 

Furnishod at short Notice. 
TTThc'ncw stjlo of F rench Fatigue Caps on hand 
and made to order. aprM w&t-wly 

JOHN BONNER, 

(Successor to Peter Smith.) 
IMPORTER AXD DEALER IN 

Fancy Goods, Toys, 
CHINA, BASKETS, 

Fishing Tackle, Military Goods, &c„ &c., 

No. 36 Fifth Street, 

Second door East of Walnut St., 
aprl'J t-nAwly CINCINNATI. O. 



MISCELLANEOUS. 



W. II. KKENE, 

WBOI.KSAI.K AND RETAIL GROCER ANP DEALKR IN 

ALL KINDS OF FOREIGN AND DOMESTIC 
LIQUORS, WINES, AND CIGARS. 
Corner of St. Clair and Wapping Streets, 
Frankfort, Kentucky. 



T. N. & D. V/. LINLSEY. 

Attorneys at Law, 

FRANKFORT, KY. 
■\VMI.I, practice law in nil the Courts in Frankfort 
O and the adjoining counties. Uiliee uu St. Clair 
street, four doors from the bridge, 
decll wit-wtf 




STOP TIITHF! 

HALL A 1 HARRIS keep the 
United States, formerly the 

Owens Hotel. 
When you so to Louisville 
.top there. 



MILLINERY. 

BONNETS, 

RIBBONS, 

FLOWERS, 

FEATHERS, 

RUCHES, 

HEAD DRESSES, 

HAIR BINS, 

CLOAKS, 

And other Millinery and Fancy Goods, 

of the latest Paris and New York styles, now open at 
>'o. I" West Filth street, Cincinnai i. Ohio. 
scp2!i wAt-wtt J. A. HENDERSON 



T. G. WATERS, 



JOHN E. HAMILTON, 
Attorney and Counselor at Law, 

N. E. COKNKB SCOTT AND FOI RTU STS„ 

COVINGTON, KY. 

~\\ T ILL practice in the counties of Kenton, Cainp- 

v v bell. Pendleton. and Boone. 

V_ /-^Collections also made in the citv of Cincinnati 
and count, of Hamilton, Stale of Ohio, 

decti t-wAwtim 

LIGE ARNOLD, 

_A_ttorney at Law, 

NEW LIBERTY, KY. 
"V1 T 1LL practice in the Courts of Owen, Carroll. 
W Gallatin, Grant, and Henry counties. 
Collections in any of the above counties promptlj 
attended to. aprT wit-wtf 



E. A. W. K0BEK.TS, 

Attorney at Law, 

TALMOUTH, KY. 

WILL practice in the Pendleton Circuit Court 
and in the courts of thcadjoining counties. 
IHrHXfice on Market street. may 19 tf 



GEORGE E. ROE, 

A-ttorney at Law, 

GREENUPSBURG, KY. 
"Y\7"ILL practice law in the counties of fireennp 
V ™ Lewis, Ca/ter, and Lawrence, and in the Courl 
of Appeals. 

Olhce on Main street, opposito the Court-Houso. 
iaiiM wly 

Xj^yjv istotice. 

JAS. B. CLAY TIIOS. B. MONROE, JR. 

CLAY & MONROE, 

~\\ 7 ILL practice lnw in the United States, Circuit. 

V » and District Courts held at Frankfort, and the 
Court of Appeals of Kentucky, ltu^iuesd confided 
to them will receive prompt attention. 

Address Th"iuas It. Mom e. Secretary of State, 
Frankfort, or Claj Ji. Monroe. )fXee Short street. Lex 
inRton. 

THOS. B. MONROE, Jr., 

Hits been enga ed to attend to the unfinished profes- 
sional bnsinw of the lAtsHon. Ben. Monroe. Cotn- 
munication* addressed to hiui at Frankfort will re 
ceive prompt attention. apr" w&t-wtf 

JOHN A. MONROE, 

Attorney and Counselor at Law, 

FRANKFORT, KY., 
TT r ILL practice law in the Court of Appeals, in the 
it Franklin Circuit Court, and all other State 
Courts held in Frankfort, and will attend to theeol- 
leetion of debts for non-residents in any part of the 
State. 

He will as Commissioner of Deeds, take the acknow- 
ledgments of deeds, and other writing *o be used or 
recorded in other States; and, as Commissioner un- 
vcr the act of Congress, attend to the taking of depo- 
sitions, affidavits, etc. 

Jl /-"Office, "Old Bank," opposito Mansion House. 

novlS tf 




Commission House. 
FRANK, SKINNER & CO., 

No 85, WF.ST SF.COSD ST., 



DECEIVE AND REM 

IVBarlej, Beans, Barley Malt, Hops. Ih. as. Bacon. 



CINCINNATI, OHIO. 

Wheat. Hye, Corn, Oats. 



Dry m 



Bulk Meat, Buckwheat, Batter, Cheese, La d, Urease 
'fallow. Cotton, Fe*tnCrs, Hemp, Tobacco. Dry Hides, 
Salt Hides. Gunny Sacks. 

suits, Timothy, Clover, Flax, and Hemp 
Seal, and l'rxxluee in General. 
Purchase on orders, nt lowest rnarkot prices, every 
de.-criptiou of Mcrehandi>e, Whisky , Klower, Tallow. 
Grease, Lard. Bulk Meat and Bacon. Sugar and Mo- 

las-i:s. 

J! " Ship your Produce and draw at sight. 

oclG wtiin. 

NIXON, CHATFIELD & WOODS, 

(Successors to Nixon & Goodman.) 
Nos. 77 and 79 Walnut street. Cincinnati, 

PAPER, CARDS. AND CARD SHEETS, 

I^i-i xx tins IhIls, 

\ ND PAPER MAN 0 FACTDRKR8' UATERl- 
» ALS. Ager' Tor the Magnolia Mills Writing 
Papers. ocUit>wit-wlf 



OLD BOURBON WHISKY. 

A well selected stock of old and new Bourbon 
Whisky— none better. 

Cigars. 

Just received a supply id' those celebrated" Vguet" 
and " Comp't n ia." 

Garden Seeds. 

A full assortment of Pitkin, Wiard A Co. *s cele- 
brated Garden Seeds constantly ou band during tbo 

season. 

Groceries. 

Sugar, Coffee Tea, Molasses, and every thing in 
the grocery line of tbo best quality and at fair prices. 

Flour and Meal. 

The best brands of Flour and Meal constantly on 
hand. 

Family Supplies. 

I havo everything in the line of Groceries. Pro- 
rinopa, Liquors, Ac.. Ac. ^ Also Agricultural Imple- 
ments. Garden and Field Seeds, Tobacco and Cigars 
Ac, all of which are selected from the best assort- 
ments and with great care, 

1 only ask an examination of my stock to insure 
sales. My terms are as heretofore, preferring Caxh, 
but will sell to prompt customers payable 1st Janu- 
ary. May , and September. Cull and sue me. 

mart wAt-wtf W H KriKSE. 

A SPLENDID ASSORTMENT 0F~ 

Fancy Articles, 

CAN nF. OllTAINKI) AT 

DR. MIILS' DRUG STORE. 
Pomades for the Hair, 

Of every style and price, at 

Dr. Mills' Drug store. 

Tooth Brushes, 

A beautiful assortment, ut 

Dr. Mills' Drug Store, 

Combs, 

Of every description and material, nt 

Dr. Mills' Drug Store. 

Hair Brushes, 

The largest variety tu Frankfort, nt 

Dr. Mills' Drug Store. 

Odontalgic Preparations, 

g of Tooth Soaps. Tooth Paste, Tooth Pow- 
Dr. Mills' Drug Store. 



I 

WHOLESAE AND RETAIL DEALEE 



BOOTS & SHOES, 

. E. CORN Kit FOURTH AND MARKET STREETS, 1 

• LOUISVILLE, KY. i 
mar^-2 w.vt-wlv 



RALPH C. M'CRACKEN. 

FASHIONABLE 

SHIRT MANUFACTURER, 

ANP PKAI.F.R IN 

Fine Linens and Gents' Furnishing Goods, 

NO. 19 W. FOI KTH ST. BET. MAIN ANP WALNl'T, 

(Opposite the First Presbyterian Church.) 
CINCINNATI, OHIO. 

Shirts Made to Order by Measurement 
and Warranted to Fit. 

N. B. Measures carefulh taken and paperpatterns 

cut to order for shirts stud collars, apr IDwAtwly. 



Consistin: 
der, etc., at 

Dog Grass Brushes, 

For Cloth. Velvet, and Bonnet purposes, at 

Dr. .Mills' Drug Store. 

Fancy Soaps. 
Fine Cologne. 

Of every prico, of all shape. , colors, sires, and per- 
fumes, at Dr. Mills' Drug Storo. 

Fine Toilet Bottles, 

Beautiful styles of Bohemian, at 0^ 

Dr. Mills' Drug Store. I 

Perfumery. 

For sale in any quantity, either in bottles suitable I 
for the toilet, or otherwise, at 

Dr. Mills' Drug Store. 1 

Hnndkerchief Extracts, 

The genuine Lubin's. as well as a variety of others | 
inakc, in ucw styles, and nt all prices, at 

Dr. Mills' Drug Store, j 

Everything, i" 

In the line of Fancy and Toilet articles, that either k 
Ladies or Gentlemen can desire, at 

Dr. Mills' Drug Store j 

Frangipsnni Sachels, 

To lay in draweis and p< rfuine clothing, at 

llr. Mw.ijt' Drug Store. 1 



It Cures Diptheria, and is Everybody's 
Friend. 

PERRY DAVIS' 

VEGKTABLE 

PAIN KILLER. 

THE GREAT 

FAMILY MEDICINE OF THE AGE. 

A\'h ask the attention of the trade and the pub- 
» » lie tu 'his long and unrivaled 

FAMILY MEDICINE. 

For the cure of Colds, Cough*. H'ralc Stnmach 
and Gem- rat Jhbil ity, fmi igrxtion. Cramp an* 
Pain in Stomach, Houel Complaint, Colic, Diur 
rhaa. Cholera, «f c..(frc. 

Sore Throat and Diptheria 

Is soon relieved b> Gurgling the Throat with mix- 
ture of i'ain killrrund water. 

And for Fever and Ague 

There is nothing better. It has beer* favorably 
kuown for more than twenty yean tnbe the 

ON Y SL'liK SPKCIKIC 
For the many diseases incident to the human fam- 
ily. 

Internally and Externally 

It works equalb sure. 

What stronger proof these facts can bo pro- 
puccd than the following lotter received u n solicited 
from !iev. A. W. Gurth : 

Komko. Macomb Co., Mich., .Iulj9. 18G0. 

Messrs. J. K. Haiikis A Co.: 

Qtnu* men : — Theconfulcnce I havcin Perry Davis* 
Pain Killei as a remcd) for Colds. Cough*, liurns 
Sprainsand Khemiuitisin, Dor the cure of which 
have successfully used ii. induces me to cheerfully 
recommci d its virtues to others. 

A few months Bffu I bad r^cuurse to it to destroy 
a Irion : although f had never heard of its buna 
used for that purpose; but having sutlered intensely 
lr< m a former one, und having nn other remedy at 
band, I applied the Pain Killer freely for about fif- 
teen minutes i<t evening, and repeated the apptica 
lion very briefly the next morning, which eniireb 
dcstro>ed the felun, and increased my confidence in 
the utility of the remedy. 

Yours truly, A. W. CURTIS, 

Minister of tbe Wesleynn Methodist Church. 

THE PAIN KILLER 

Has been tested in even varietj of climate, and bj 
almost every nation Lnown to Americans. It is the 
almost constant companion and inestimable liicnd 
; of the missionary and the traveler, on sea and land, 
! and nooneshouldtravcl on our LAKES ok KIVLUS 
: WITHOUT IT. 

He sure you call for and get the genuine Pain K il- 
ler, as man> worthier- osti ums are attempted to be 
sold on the great reputation of this valuable medi- 
cine 

TT7 r, I)irccti'»nsaccompnnv each bottle. 

Sold bv Oealers everywhere. 

Price cUs.,50 els., and SI per bottle. 

J.N.1IAKHISACO.. 
Proprietors for the Western and Southern States, 

Cincinnati. O. 

1 Sold Wholesale and Retail by 

J. M. Mills, Frankfurt; Norton k Sharpe, Lexing- 
i ton; Frank Fitch, Lexington; D.T.tV 1. 13. Morton, 
Lexington; 1). B. Miller, Covington; Scaton A. lirod 
; erick, Maisville; Kdward Wilder, Louisville; and 
all Louisville Druggists. mar? w&t-wly 




(iOOD 

NEWS! 



The Afflicted's Friend. Don't Delay to 

PURIFY THE BLOOD. 

DR. WEAVER* S 

(tmi k SfiLT AMI SHE 

FQRTHfi CUBS OF 
Canker, Salt i - Krjsipelas, Scrofulous Diseases 

Cutaneous Irruptions, Sore K>es, and every 
kiud of Diseases arising from au im- 
pure state of the 
Blood. 

The most fffrrtive Blood Pnrifier of thr 

NINETEENTH CENTURY. 

IT is the proscription ot an hducutcd Physician, 
and alt who are afflicted with any of the ubove 
named diseases, should use it without delay. It will 
drive the diseases from the s>stem, and when onco 
out on the Skin, a few applications of 



r \M) the people of Franklin and adjoining counties, 
J- I would announce that I have emplov ed a Gun- 
smith to carry on the 

Gunsmitliing Business. 

IN ITS 

yARIOUS BRANCHES, 

At my Tin and Stove Store, St. Clair Street. Frank- 
fort. TT^Kepairing done on short notice, and on 
reasonable terms for CASH New work made to or- 
der with neatness and dispatch. 
JTTDon't forget thcplace— at G. W. Miller** Tin 

and Stovr .Store, Frankfort, Ky. 

may 58 wAt-wtf G. W. MI LLER. 

ROBB & DEHQNEY 

HA\ E just received, and opened a handsome and 
desirable stock of 

SPRING AND SUMMER 

DRY GOODS, 

To which they invito the attention of their friends 
and customers, ns they intend to sell 

CHEAP FOR CASH 

And to prompt time buyers, 
upr n wAt-wtf 

SEE THE LABEL 

ON TI1L TOT Ot EACH BOTTLE OP 

HEIMSTREET'S INIMITABLE 

HAIR RESTORATIVE 

Has the Signatures of the Proprietors, 
W. E. HAGAN & Co. 

Every article which has a large and increasing sale 

like this is liable to be counterfeited. It is, as it-* name 
indicate*, entirely Ikimitai e" as far asitsnower 
to restore the Hair on bald heads, and to give it the 
color of youth, too matter how gray it ma> be,) is 
concerned. 

USE NO OTHER RESTORATIVE 
BUT HEIMSTREET S, 

It is the or iginal ', the only rtliabfr, and the 
cheapest. — IHT'See the following testimony : 

Jackson, Miss., May 29, MM, 
W.R. Mrrwis, 61 Market street. St, Louis, Mo., 

Advertising Agent for Hoimstreet's Hair Kflatora- 

tive. 

DlAB Sir: The Medicines you introduced into 
our cit> last winter arc alt having a large snle. and 
giving in even ease satisfaction. Mr. .lames Hen- 
derson (one of onr first citizen.-) sujs, that "he 1ms 
Used all of the Hair D>es and Restoratives of tho 
dai. but has never used an article equal to Hkim- 

iTBXBra Inimitable Hair Restorative. That it 

far surpasses any preparation that he has ever tried 
for restoring the Hair of the b;tld and grey to i Its 
original luxuriance and beautj ." 

You cau write tbe Proprietors. \V. E.Haoan A 
Co.. Troy. N. Y.. that they havo the cheapest and 
bMt H'tir Kestorative in our market, and that it 
gives tatislact on in every case. 

Hcspectfullj , yours. 

J. S. S1ZLH. Wholesale Druggist. 
IT IS CNKQUALED FOR PRODl'CING 

A LUXURIANT HEAD OF HAIR. 

Sold ever> where.— I'nce 50c to $1 per bottle* 
W. E. HAOAN A CO.. Proprietors, Troj, N. Y. 

THERE IS X ( ) USE 



WTBODUCIXG TESTIMONIALS, 
A.'.'iu' we have verj many uf'them, 

FOB THE 



DR. WEAVER'S 

Cerate, or - incment 



MEDICAL CARD. 



HATING permanently located in Frankfort, ten- 
ders his professional services to the citizens of 
the town and vicinity. 

Oflice on Main street, in Mansion House, 2d 
door from corner. sepl wjfcwtf 



LOOK AT THIS. 



What rank** *r> m*r\v go to 

the ST. CLOUD HOTEL, 
cor. of Fct~ond and J. (T t§on 
Streets, Louisville, Kentucky? 

IWaui* J. O. Ill edboi 
keep" a r ^ n ' t r I |lfla buuM at 
moderate prices. 




JOHN M. McCAILA, 
Attorney at Law, and General Agent, 

WASHINGTON, CITY, D. C. 
XXIIMj »tten<J partienlarb to SOSPEKDED sad 
N> REJECTKI) CLAIMS— where biweU upon the 
want i»f oflpial records. sepO w&t-wtl' 

JOHN W. V00RHIS, 
]SX ercliant Tailor, 

South side Maiu Street, 
Opposite Gray & Tood's Grocery Store, 

FKANKFORT, KY., 

OAS iust receive<l his larse and extensive stock of 

Fall and Winter Goods, 

Consisting of Cloth*, ntiH*imrrr», und Yrntingn, of 
the best qualitv, and nf the last st> les and patterns, 
lie also has on hand a largo assortment of 

Gentlemen's Furnishing Goods, 

And everything necessary for furnishing a gentle- 
man's entire wardrobe. 

TTPAlI work warranted to be ns well done, and in 
a* good style, as at uny other establishment in the 
Western country 



octG w&t-wt 



TrpNo Fit no Salk.^O 

T. 



H. WHITTINGHAM, 
Newspaper and Periodical Agent, 

FRANKFORT, KY., 

CONTINUES to furnish American and Foreign 
Weeklies, Monthlies, and Quarterlies, on the best 
terms. Advance sheets received from twenty-four 
Publishers, back numbers surplifd to complete 
evU. uov2? wit-wtf 



KTATIOIVAIj XZOTUXi, : 

Corner Fourth and Main Streets. 

LOUISVILLE, KY. 
HARROW & PHILLIPS, 

PROPRIETORS. 
Terms, SI 30 per day. 
aug2 wAt-wtf 

MEDICAL REPORT. 

Containing Thirty tine Plates and Engraving* J 
of thr Anatomy and f'hynioh'jy nf the S*x- 
ual (Jryan* ui a state of Health and 
t isease. 
Price onl'v ten Cents. 
TO^Sent freeof postaeett nil parts of the VnioncQI j 

ON A NKW- METHOD of treat- | 
in* Siphili*, Gonorrhoea. Stric- 
tures. Gleet. Soxual Debility, 1m- 
potency. Female' Diseases, and all 
affections of tho reproductive sys- 
tem of both sexes, the infirinitie« 
of youth and maturity ari-insfrom 
the secret follies of both sexes, 
with a full treatise ou SKl,F- 
AULSfc: and SEMINAL WEAK 
NKSS, its deplorable consequences upon the min 
and body, pointing out the nut her's plan of treat men 1 , 
tho only rational and successful mode of opto, n 
shown by the report of cases treated. A truthful ad 
viser to the married, and those contemplating mar 
riage, wh<» entertain doubty of their physical Condi § 
tion. Sent t o any address in a scaled wrapper on th | 
receipt of TBfl CKNTS. 

Those who have contracted a certain loftthfome dip 
ense, and especially VOI'N(f MKN who have injure 
theinst'lves by certain secret babitx. as w ell as MID 
DLK A(iKI) and OLD MKN troubled with debili' 
and los.« of power, before applying to any one ft 
treatment, should ttrst read this invaluable book. 

DU. DK WKKS' FKMALK MONTHLY KKGLLA ' 
TOH. a safe and certain remedy for Obstructions, Ir I 
rcsularities, Ac, rind is the only reliable "preventiv t 
of prcgnntK-y." wnrranted not to injure the healtl 
('Al"l'H)V — It should not bo used dur ng preguan 
cy, as MlfC AHKI AoK would be tin* result, though a' 
ways harmless, l'rice $1 per box, and may be set 
by mail. 

The author raav bo consulted, either personally r 

by letter, on all the diseases of which his work treat 
and medicines sent to all parts of the country wit 
complete instructions for self-treatment, secure 
from danger or curiosity. 

Adrcss DR. T. WILLIAMS. 

Consulting Surgeon Galen's Head Dispensary, 31' 
Fifth street, between Market and Jefferson, Loui? 
ville. Ky. 

Office hour? from 8 o'clock, A. M. to 9, P. M.,dail. 
Sunday s. 9 to 12. A. M.) 
niietlt wJj f-wlv 



wells' jor.unn, pTA-m* 14 u i-\ 93Q& 

U». dj. do. 10 by lil, HA 
I>o. CAUL) P&gSS, 1^. 

c ^rtnnati W 




?I 

CflP,\!:?. OF VM UP LRtCfBfl STS. 
ciisroiTsrisrA.Ti, Ohio. 

( E^T AEUSIIKII I 1 *: l.J 

Minufacturc and furnish to order every variety of 

Otrr stoolc of Type if very Uir~e, 
both in extoat nncl variety, incli;- 
<luvr rxl 1 t if ptylefl 'ot up \>y otVier 
i^ounclori.'S an a\-o11 as OUT own. 

ALSO A GREAT TAKII.TY OP 

HAND, JOB, & FCV/ER 

OF OlTt OWN AND OTIIEK M AN I I ACTt H KS. 

Srcon'l-h-ind Type and Tresses taken in exchange 
at highest prices. 

Applications f"r Specimen B*ok*, (which are for- 
nUhcd gratis tnth?cnft,) should stat- 1 the n^mc and 
location of th^ir office, and sp-'ciTy the manner in 
which they may be scut, as tlu-y are too heavy fur 
the mail. 



S. BARKER & CO., 

317 FOUKTH STREET 

Between Market and Jofferson Streets, 

LOUISVILLE. KY.. 

$10 0,0 0 0 

WORTH OF 

DRY OOODS 

To be Sold at 

Wholesale or lie tail J 

Kfgurdlrvi of Cost, 

Commencing Monday, April 29, 1861. 

WE having made Inree purchases East, at auc- I 
lion« aud - where, at less than half their 
usual value, our st« ck being large for the times, we 
have concluded to-ellotV our goods at such prices as j 
will warrant immediate sale. Our stock is the most 
complete that has ever been offered. and every article 
will bo bold at some price. 

ALSO. OUR STOCK OF 
Window Shades, 

Carpets, 

Ana Oil Cloths, 

Will be jrnld at primo cost, and less than cost. 
a D r:itt wAu-*lin. S. liAUKKK k CO. 

*~ SOMETHING NEW ! 
Deguerreotypes, Ambrotypes, Photo- 
grpnes, and Ivorytypes. 

H. L. Goodwin, 

"T^AKLS pleasure in informing the public that he 
I bus returned to Krankfort, and taken the Qal- 
laryofC A. Clarke, ailjoining the Teh-graph Office, 
and that he would be pleased to wait on tbose wish- 
ing perfect Likenesse-* of thcm-ielves or friends; he is 
confident he will be able to please the most astidious 
>n any kind of picture they may desire, from a life- 
aiie potrait to tho smallest Daguerreotype, or Am- 
brotype Also, Daguerreotypes of deceased pcrsom 
enlargcil to the "ize of Life and Colored in Oil and 
satisfaction piven. 

lain also prepared to make those gems of Photo- 
graphy, the Daguerreotype, which is truly the most 
durable small picture yet produced. 

The lvoryt>pe, (made only at this Gallery.) in 
acknowledged by all to be the most beautiful sty le of 
Photographic picture ever presented to the public. In 
brilianey of tone and color, del ir. icy of finish, correct- 
ness of likeness, and durability.it is far superior to 
the best mi nature on Ivory. 

Call and See. 

jy3 w&t-wtf # 



and you have a permanent cure. 

The Cerute lias proved itself to be the best 
Ointment ever invented, and where once used, it 
has never been known to fail of effecting :i permanent 
cure ofOld Sores, Tetter and Kineworin, Scrild Head. 
Chilblains and Krost Uites, llarber's Itch, Chapped 
or Cracked Hands, or Ups, lilotchcs or I'inrplcs on 
face, and for 

Sore Nipples and Sore Eyes, 

theCerate is the only thing required to cure 

should bf kept in the house of every family- 
Price of Syrup $1, Cerate 25 cent? per bottle. 
Directioos accompany ench bottle. 
Sold by most Medicine dealers. 
J.N. HA KKIS & CO., Proprietors for tho Western 

and Southern States Cincinnati, O. 

To whom alt orders for the above Medicines may be 

addressed. 
Sold Wholosnle and Retail by 
J M. Mills, Krankfort; Norton k Sharpe, Lexing- 
■ ton; Frank Pitch, Lexington, D. T. A 1. U. Morton. 

I cxington; D. 11. Miller. Covington; Seaton A Mr.id- 

erick. Maysvillc; Edward Wilder, Louisville; and all 

Louisville Druugists. 
mar' wjtt-wixW 



Good for the Stomach, Pleasing to the 
Taste, is 

DR. S. 0. RICHARDSON'S 



aul 
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NFKKW IIATS"- 
stylc of Soli lint, 



-Another newnndelega; 
K.EENON <fc CIUUONS. 



G. CLAY SMITH & CO., 

COVINGTON. KY., 

Manufacturers and Dealers in 
Fire and Water-proof House Roofing, 

AND 

Cunrnt for Cisterns, Lining Floors and Walls of 
Cellars, Granaries, Covering Sfeatnhaats, 
Railroad Cars. Engine Rooms, Fire 
Walls, etc., etc. 

IT mtll stand the *rr, rest test of JJEA T. COT,T), 
or ftA/y of any el imatr. and will not MELT, 

CRACK, \\ ASll,or St'ALR OFF. 

The Material can be furnished to parties in the 
interior of the State in Barrels for all Domestic pur- 
poses. For Cheapness and Durubility.it cxcelU all 
articles now in use. 

Orders from City and Country solicited 
and promply Filled. 

For further pnrticulnr^. applv at the Office of the 
undersigned, toe Manufactory, or ad Ires*. 

CI UK AN C. SMITH, l; hu.nwl.Ky.. 

O. t'L.VY SMITH CavinatoH, Ky. 
C. C POMEKOY. Asent. novb wiy 



SENT FREE TO ANY ADDRESS ! 

CimiLKS Hofmann. M. D. F. K. S., Professor nf 
diseases 1. 1 the genital organs in the Tkemont 
Medical Instih tk, has at a Urge expense to the 
institute published a wrrk on the treatment of al* 
private d -«-a-< - of the m;ile and female genital or- 
gans, also a treatise on the result of Onanism, Mastur- 
bation, Sexual debility. Involuntary Nocturm 
remissions Spermatorrhea, Ac. causing Jmpotene 
and Mentiil nnd Physical Debility. 

Ladies being troubled with painful or cntirel. 
suppressed men; truatton. would learn something by 
sending for a book, Enclose two red stamps tu pay 
the postage. 

Direct to I)R. Hokmans, care of Box IG55. Boston. 
Mass. marifti wly 



Lodged in Jail. 

ON the 13th inst., two runaway slaves were lodged 
in the Kockcasile County Jail, at Mt. Vernon, 
Ky., one of them calling himself HENRY CHAP- 1 
MAN; he is about 40 years old; about six feet high; 
wcighU about 1*5 rounds; is of rather a black com- 
plexion; very quick spoken; two of his upper front | 
teeth project out from the others, and he is ruptured, j 
The other boy calls himself ANDEKSON CHAP- I 
MAN, he is about 30 years old; weighs about 100 
pounds; is about 5 feet 8 or 9 inches high; is of r 
copper color; has one upper front tooth out and tall, 
but little 

They ctaira to belong to a man by the name -f 
uames riarrer. of Jilcs county, Va. 

WM. PAYNE, 
dee'/? wAt-wr. m JsJleV Rock on si le e... Ky. 

**PLACK SOFT HATS M — Something new. light 
LJ aud stylish for tho Spring 186). 

KELNOX Jt GIBBONS. 



THE CELEBRATED NEW ENGLAND REMEDY 

HABITUAL CONSTIPATION, 

Jaundice, Fever and Ague, General Debility, 
ami all Diseases arising frrm a Dis- 
ordered iStomarh, Liver, or 
Bowel*. 

THEY arc used and recommended by leading Phy- 
sicians of thecountrv. and all who try them pro- 
nounce them invaluable. 

Dr. JAMES L. LEEPERE, writes from Navarre 
Stark, co.. Ohio, "The Bitters are highly praised bj 
those suffering from iudigestion, dyspepsia, and liver 
complaint." 

E.S.DAVIS, Postmaster at Williamsport, Ohio, 
says, **they give great satisfaction. I use them 
myself, having taken cold, become prostrate and lost 
my appetite. It relieved me. and I can recommend 
it with great assurance of its merits." 

Dr. WM. M. KKIib'.of Kogerirflle, lnd., writes us 
that Jhey are the most valuable medicine offered. 
He has recommended them with great success, and 
with them made several cures of palpitation of tbe 
heart nnd general debility. 

THOMAS STANKOUD, Esq., Illountsville. Henry, 
co.. Ind.. writes us a long letter, under dateof May 4. 
l*t»0, liewns much reduced, having been nftlicted 
for three y ears with great nervous debility, palpita- 
tion of t!.c heart of the most severe and prostrating 
character. "after using a tew bottlesl was complete 
ly restored, and am now in robust health." 

OKO. W. HOI i'MAN says he was afflicted with 
rheumatism lor twenty years, in all its va> iotis forms, 
and a the date of hit letter lor had been two years 
well; the Bitters effecting the cure, when several 
physician. attending htm could do him no uood. He 
says, "for rheun.atism, dyspepsia liver complaint, 
kidney affection, or dropsy.it is a specific* certain 
remedy." 

.1. W. HUNT writes from Dclphos, Allen co., Ohio 
(a section where Fever and Ague prevails.) that 
be most cheerfully recommends them of decided 
merit in all cases of revcr and Ague, Dyspepsia, aud 
General Debility. 

D. K. OALLEHERS, M. D., writes from A an 
Wert. Ohio. "1 tnost respectfully recommend the 
Sherry Wine Bitters to the notice of Dyspeptic per- 
sons, and to all who require a cumulating medicine. 

Such News we are Receiving Daily. 

Full directions accompany each bottle. 
They are sold by Medicine dealers generally. 
Prico "5 eta. per bottle. 

J.N. HARRIS A CO., 

Cincinnati. O. 
Proprietors for the Southern and Western states, 
.a) whom a dress all orders. 
For sale by 

J.M, Mills. Frankfort. Ky., Norton A Sharpe. Lex- 
ington. Ky , Frank Fitch, Lexington, Ky., D. T. A L 
B, Morton. Lexington. K> .. D. B. Miller, Covington; 
Seaton A Bmdcrick, Maysville. Ky ., Kdwnrd Wilder 
Louisville. Ky.. and by all Louisville Druggist. 

man wAt-wl* 



MAGNOLIA BALM: 

For when the face is covered with unsightly Pimp!'-* 
or Blotches, the sufferer cares only t'» be directed to 

use some safe and reliable rem»dy. 

THE MAGNOLIA BALM 

WILL CURE THE WORST 

CASE OF PIMPLES IN A 

SINGLE WEEK 

It is so safe a remedy that the contents of a bottle 
might be drank without harm, Phy sicians leek with 
wonder upon its speedy cures, for it has heretofore 
been thought absolutely necessary to use prepara- 
tions of lead or mercury to cure immediately; but tho 
Magnolia Balm contains neither. It is (he most 
elegant and neatly put up article for sale am where, 
and may be obtained of all our Apothecaries aud 
Fancy Goods Dealers. 

ir^Prien Fifty Cents a Bottle. 
W. E. HAGAN A CO.. Proprietors, Troy, N. Y. 

julylP wAt-w3m 
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For theSp'fdy and Fertnanrnt f.ure of ,V-mi>t<W 
Weak nr 9* i Nocturnal and lHurnal Emis- 
ftdHt. Arrroti* and General Drbihty, 
Impotence, and all Diseases arising 
from Solitary Bdb'itt, or Exces- 
sive indttlornee. 

THERE are thousands nt x OFXG MXM, M well as 
MiPPLE AfiEnand Oi.n M en. who are suffering to 
some extent from the above diseases. Many , perhaps 
arc not aware of their true condition, or when assis- 
tance is really needed. 

For tho benefit of such, we herewith give a few of 
the most common symptoms, viz: Weakness of the 
Back and Limbs, Fain in the Wad and Side, dim- 
ness of Sight, Dots and Webs before tbe Eyes, Pal- 
•Station of the Heart, Ihf -pepsin, Los* o f Memory. 
Confusion of Ideas. Dcprr ssion uf Spirits, Aver- 
sion to Soriety. Self - Distrust, Timidity, etc. For 
each and all ot the above symptoms these remedied 
will be found a "Sovereign Balm." 

These remedies embraeo three proscriptions : A 
box of Past'lh.H box of Xerrous Tonic Pill*, end a 
box of virile Tonic P1lh, all of wbiob hfcire impor- 
tant offices to perorm, and should he used together 
lire very case. Their superiority over other modes 
of treatment may be briefly stated as follows, viz: 

JTr'They diminish the violence of sexual excite- 
ment. 

JTJV They immediately arrest nocturnal and diur- 
naljimissions. 

TTTThey remove local weakness, cnusing the or- 
gansto assume their natural tone nnd vigor. 

TtTFThey strengthen the constitution by overcom- 
ing nervous debility and general weakness. 

jfr^The) enliven the spirits, which are usually 
depressed, by expelling all exciting causes from ithe 
system. 

Hy their invigorating properties they restore 
the patient to his natural heulth aud Vigor of man- 
hood. 

JPfThev cure when all other means have failed. 

Jl Tr* They contain no Mereury.no ihpium, nor any • 
thing that can in any event prove injurious, 

JC i They arc easy and plca.-ont to use. aud will not 
interfere with the patient's usual business or pleas- 
ure. 

T|' r*They can be used without suspicion, or knowl- 
edge of even a room-mate. 

Thai they may c me within the reach of all. wo 
have fixed the price of the Pn*tel* at $1 per box, 
and the Fills at 30 cents per box e tcb. In ordering 
by mail, in addition to the price, twelve cents in 
stamps should inclosed for return postage. 

LADIES in want of a sate and effect- 
ual remedy for Irregularit i* ■ s, Sttppren- 
fioiiofthc Menses, or any disease, pe- 
culiar to their s« x, should use Dr. ( I ATM* 
1' km ai.k Monthly Pills. Price by 
rnnii, SI and one stamp. 
Caition.— These Pills should not bo 
used duringprrpijfiMcy, as miscarriage will be tbe 
consequence. 

LADIKS who, from ill-health, deformity, or any 
other humane and reasonable cause, deem it neces- 
sary to avoid an increase of family , can do so without 
incurring danger to health or constitution by the 
use of M. La Craux*s French Preventive Pow- 
ders. Price, by mail. 81 and two stamps. 

Those Powders can only be obtained by addressing 
the General Agents, as below. 

Send for Dr. ti axes' Private Medical Treat iv* on 
Sexual Diseases; Price ten cents. 
Address, 

II. t i. MILLER A CO., General Agents. 
feb7 wAt-wins ty Louisville. Ky.. 




EEMOVAL. 

THE undersigned, having ben compelled by the 
1 to fire to change bis location, has removed his 

BOOT AND SHOE ESTABLISHMENT 

to the room lately occupied by Jiayer n U d Caltrn- 
brun, on Main Street, opposite to the Mansion 
House, where he will be pleased to see his old cus- 
tomers and many new ones. He hopes by strict at- 
tention to business, and by charging reasonable 
prices, sueh as >uit th- times, to merit and receive a 
fairpr-port on of public yd'.ronage. 
juneU wAt-w3m L bTRLIH . 



ICE! ICE!! 



ALL citiionnof Frankfort 



wishing to secure asuppU 
o( fine clear ice for the season, ' 
are requested to call at the ' 
Confectionery of Gray A Todd, where they can be 
supplied with tickets. I will commence delivering 
my ice on Monday, May Gib, and continue through, ut 
the season. My .erms arc cash— and will not he de- 
parted from. 

Families wishing ice at any time in the day , c:>n be 
supplied from my residence, 
may 3 wAt-wtf U01>'S. 
jr^CuniinoDweaUb copy. 



1. 1. 3vt. MAJon €*> co. 

ST. CLA1K ST.. OPI'OSITK T11K COlRT-nolSE. 



TEBMS: 

One copy per annum, in advance- 



...51 on 
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TTTP TDT AA'FPTn Y YF0Af\Y rather have a great nod powerful government, 
lilL llil- » r,r,lVLl_ I ZVJLA J. [ tl . oii§h u deap( , t i ami thau ilnall g0 vernm4»ts 

PRISTKD AND VCHL1SI1ED BT w ' tB P**"*^ liberty. Hut thoSO COXCOnibs ill 

politics are allowed but little influence in the 
Black Republican scheme of operating the 
J government. Tho Irrepressibles are the 
I ruling element, and Lincoln t-'eward & Co., 
aretheir exponents in office. Lincoln pretends 
j that the object of his war is only to recover 
i his lost rule over the seceded States; and Con- 
jgress,atthe instance of Mr. Crittenden, has 
made a similar declaration, based, however, on 
u declaration, as a predicate (namely, that 
the war was brought on by Southern disunion- 
ists) which candid history will refute. Lin- 
coln's avowed object is not the true object of 
the war; and Crittenden's predicate for its 
prosecution is doubly unjust, for it saddles 
the origin of the war on the aggrieved, and 
treats the original aggressors as harmless in- 
nocents. That the Usurper and the Irrepres- 
sibles at his back have other designs than 
they profess, is too palpable now fordiscussion. 



The Result of the Election in the Eighth (Mr. 
Crittenden's) Congressional District. 

In the result of # the election in this district, 
we can see manifested with distinct clearness 
the reaction now going on in political senti- 
ment in Kentucky. On the 20th of June 
last this district elected Mr. Crittenden to Con- 
gress by a majority of 2,500 votes. On the 
6th of August following, about six weeks 
thereafter, the Union majority is decreased 
1,200 votes, if not more, as is indicated 
by the returns before us. This, togeth- 
er with the fact that n large number of men 

who would have voted for the Southern Rights Was it necessary, in order to preserve the 
ticket have left the State for service in the | government, to violate the Constitution and 
Confederate Army since June last, as also j laws which the Fre.-idcnt was sworn to en- 
thc fact that in several of the counties the 
Union candidates were compelled to take 



position in opposition to the war measures 
adopted by Congress, and for which the Union 



force and support? "Was it necessary to make 
war on the South in order to restore a Union 
founded on fraternity and voluntary assent? 
"Was it necessary to break down all the safe- 



delegation from Kentucky voted, proves JM1* of liberty and free government— sun- 
conclusively that, had more time elapsed be- ' P^nd habeas corpus-enthrone the military 
twecn the June and August elections, this re- over civil power-destroy the freedom of 
action would have developed itself in tho tri- "Pceeh and the press &c, &c.-in order to keep 
umphofthe States Rights ticket. This re- up the name of a government already prae 



action we believe is general throughout tho 
Stato. True, tho complexion of the coming 
Legislature appears now the same as though 
the majority had been elected by the vote of 
Juno last, but we believe that the next thirty 
days will so strengthen the sentiment against 
the unwise, aggressive, and unconstitutional 
acts of the administration, and its Congress, 
that the majority in the Legislature will not 
dare to act in opposition to what will then 
be tho unmistakable will of the people of 
Kentucky in reference to the policy of the 
State in this unhappy contest. 

The Great Questions of the Time. 

In the midst of the unhappy civil war now 
raging, it is difficult to draw away the public 
mind from startling current events, to consid- 
er the fundamental principles involved in 
the mighty conflict. From what defects in 
our political system, or from what perver- 
lions of its design, this lamentable war has 
sprung, or to what consequences its prosecu- 
tion may lead, are questions which seem not 
to engage the thoughts of many; and such 
themes, if they arc considered at all, arc but 
the closet studies of a thoughtful few, whose 
philosophical utterances are drowned in the 
war of maddening warlike cries. No great 
national calamity can be wisely tfcated, with- 
out considering its causes thoroughly. That the 
fierce sectional hatred which is now manifesting 
itself on red battle-field.-, was first engendered 
by the anti-slavery fanaticism of tho North, 
is unquestionably true. The agitation begun 
in that quarter, more than twenty-five years 
ago, has been kept up with wanton, wicked, 
and ceaseless persistence. The press, the pul- 
pit, the rostrum, tne stump, the street corners, 
all places where men meet in tho North, 
havo resounded with impertinent, malignant, 
and provoking denunciations of slavery, 
slaveholders, and the South. Fanaticism and 
bigotry called out to one another, by incessant 
appeals to distempered passion and prejudice, 
and hate came as the fruit of their recipro- 
cal invocations. Long suffering and forbear- 
ing, the South endured this injurious and in- 
sulting intermeddling with her domestic in- 
stitutions, only because of her faithful attach- 
ment to the Constitution and tho Union. The 
fanatics mistook this forbearance for weak- 
ness and pusillanimousncss ; and they con- 
ceived the stupendous outrage of destroying 
slavery even at the sacrifice of the Constitu- 
tion, tho Union, the Government, and the 
South. The Abolitionists of the North, who 
boro banners in public processions dotted with 
only sixteen stars — whoso political platforms 
declared that slavery shou'.d never be extend- 
ed into the common territory, and that 
never another slave State should como in- 
to the Union — deliberately adopted their 
fiendish programme in full view of its 
effect in disrupting tho Union. For if 
slavery was so repugnant to their moral or 
political holiness, that they refused to be con- 
taminated by association with ono more slave 
State, the repugnance was of such nature, 
that their own continuance in the Union, in- 
cluding fifteen slave States, became morally 
inadmissible. Reckless of all consequences, 
therefore, they drove on, anticipating the 
compulsory abolition of slavery, or the forci- 
ble disruption of the Union, as the grand end 
of their wicked agitation. This class of North- 
ern fanatics is the potent element of the Black 
Republican party. The ultra Abolitionists do 
the real brain-work of tho party and are its 
active operators. Lincoln and Seward are at 
once their political leaders and tools. The 
rest of the party — mere counters at the bal- 
lot-box — who know little and care less for 
political philosophy — who only regard gov- 
ernment as a great job or a machine by which 
to make money — the whole allied tribesofspoe- 
ulative traders, banks and corporations living 
on the industry of honest producers — have no 
concern about the true objects of Government at 
all. They are perfectly willing to leavo its 
management to the Irrepressibles who have 
decreed that tho Union shall not remain hall 
free and half slave, but shall become all freo 
or all slave (meaning thereby all free.) so that 
their jobbing may but go on. There is in- 
deed another class of men in the North who 
swell the ranks of the Black Republican par- 
ty, but without positively sympathizing with 
the schemes of the Abolition Irrepressibles or 
the Commercial Jobbers. They are very re- 
spectable people — honest, old, silver-grey 
fogies, conservatives, and bigots, who love the 
Union sincerely, but who only love it for its 
power and grandeur. These men revere the 
flag of tho Union, they drink enthusiasm at 
the sight of tho Star Spangled Banner or a 
bottle of champagne; they talk one Latin 
phrase — E Pluribus Unum — are glibby as 
parrots; tho stars they sccon the flag are only 
a clutter signifying greatness and power, not 
each a symbol of fraternity, equality, justice, 
Individual and municipal liberty They wculd 



tically destroyed ? Was it necessary to set 
up a great Military Despotism on the tyrant's 
plea of necessity, or the bugaboo fear of an- 
archy; when a peaceable separation of the re- 
pellant parts might have been easily effected? 
No disciplined mind can consider these ques- 
tions without reaching the conviction that 
other objects than the preservation of the 
Government animate tho war. The Usurper 



and his supporters may disclaim ulterior ob- 
jects, but the disclaimer is uncandid. They 
know that the Union cannot be restored by 
force; and that it would not be worth restoring 
or worth retaining, if it could or should bo 
achieved by such means. Every conquered 
State would be a perpetual thorn in the side 
of the Union. A subjugated people can cher- 
ish no sentiments of fraternity towards their 
conquerors. Eternal hate, descending from 
generation to generation, would be taught 
through all generations, to the last born child, 
towards the oppressor. The compulsory ab- 
olition of slavery, therefore, wc earnestly in- 
sist, is sought to be achieved as the great inci- 
dent, if not the avowed object of the war. 

But let the war end as it may. whether in 
the subjugation or independence of the South, 
one thing is certain, and that is, that the gov- 
ernment will undergo a radical revolution. 
Lincoln may establish his government, and 
the truth is, the South don't care if he shall — 
but O, what a government! "Whether the 
war goes on or is ended by the recognition of 
Southern equality and independence — and 
this generation will not see its end un- 
accompanied by tho acknowledgment of 
Southern equality and independence— Lin- j 
coins government will be a military 
despotism. All the old landmarks, all the 
old safeguards, all the old bulwarks of liberty, 
are already broken down ; and the future rule 
of the north will bo a rule of power, not a 
rule of liberty and law. To continue the 
Usurper on his throne, after having abdicated 
constitutional rule, after having assumed the 
powers of Congress, after having trodden the 
Judiciary under foot, nfter receiving the sub- 
mission of Congress, after abolishing the writ 
of habeas corpus, after setting the military 
supreme over the civil power, after all this, 
will be virtually and practically, to all intents 
and purposes, to establish a Military Dictator- 
ship. The Usurper will hold that all this is 
a sanction of all his usurpations; that the 
Chicago platform is superior to the constitu- 
tion; that his will is supreme over Congress 
and the Judiciary; that the destruction of 
slavery by the incidents of war renders valid 
what the Constitution forbids; that the "irre- 
pressible conflict"' theory is the "higher law"' 
overriding the Constitution. This is the en- 
tertainment to which the people of this nation, 
once boasting themselves free and brave men. 
are now invited. It is vain to try to evade 
these issues. The government is already hope- 
lessly ruined. It can never be restored cn the 
principles of the constitution. Those prin- 
ciples aro repudiated and renounced bv the 
North. Tho North may construct a substi- 
tute for the lost government, but it will be a 
despotism in place of the glorious old repub- 
lic. Lincoln is as false, treacherous, and per- 
fidious as tho worst of the Stuarts; and the 
people of this country will no more trust his 
pledges as to the avowed objects of his war, 
than did the people confide in the promises of 
the last of the Stuart traitors. In both cases 
popular distrust was engendered by experi- 
ence of the perfidy of tho perjured tyrant. 
James Stuart and Abe Lincoln pledged what 
the)- did not mean to fufill ; and tho people 
will not submit to deception. The crime — 
and it is the most transcendant which the 
world's annals record — of tho destruction of 
the best government the world has known, 
will rest on the guilty souls of the Northern 
fanatics and their allies. 



Letter from Bourbon County. 

1'akis, August 0, 1SG1. 
To the Editor of the Yeoman: 

The result of the election yesterday for a 
Representative troni this (Roirbon) county 
resulted, unfortunately, in the election of 
Brutus J. Clay, (brother of Cassiua M. Clay, 
Lincoln's Abolition minister to Russia.) over 
Mr. Osburne, the States Rights candidate, by 
a majority of about forty vote*. 

This county is the little kingdom heretofore 
known as Garrett Davis' realm: it is tho head- 
quarters of the Lincoln gun distribution ; it 
gave Mr. Crittenden, on the 20th Juno last, 
nearly 400 majority; and now, with the 
wealthiest man in the field on their side, and 
in the absence of far more States Rights men 
from the county than his majority. Clay is 
only elected by about forty vain. This fact 
is conclusive of the reaction going on in pub- 
lic sentiment. Since the Union Representa- 
tives in Congress from Kentucky — Crittenden 
at their head — have voted men and money to 
prosecute Lincoln s war of coercion and sub- 
jugation of the South, the change has been 
great and decisive. Crittenden's resolution, 
falsely laying the blame of the war on the 
South, instead of saddling it on Northern 
abolition agitators, has had much to do with 
the change of sentiment here. It proves that 
the people were deluded in regarding him as 
the champion of peace. They see in the 
predicate to his resolution that he at heart 
sympathizes with the sentiments and feelings 
of Northern abolitionists, and by the remain- 
der of his resolution, thathe is enforcing Lin- 
coln's despotism under the pretext of sustain- 
ing the government and supporting the Union, 
which Lincoln's usurpations have practically 
destroyed. 

To a statesman, a patriot, and a man of 
noble sensibilities, it would be appalling to 
witness the evidences manifested hero of dis- 
appointment, chagrin, and resentment to- 
wards Mr. Crittenden. The small majority 
obtained by Brutus Clay is acknowledged 
here as a moral defeat of the Lincoln-Critten- 
den-Davis party. If the election had been 
held when all the voters were at home, or 
even if it could have been postponed a week 
or ten days, Osburne would have beaten Clay 
ignominiouslv. This result is a signal proof 
of tho tendency of sentiment in Kentucky. 
That sentiment will ultimately crush out the 
delusion statesmen who have promised Ken- 
tucky peace and given her in fact a programme 
of submission to the tyranny of n Military 
Dictator, or civil war. The people aro pro- 
foundly di=gusted and intensely indignant at 
the Lincoln-Crittenden-Davis school of poli- 
ticians, and the next ground swell, which is 
surely gathering, will overwhelm them in 
final political ruin. SIGMA. 



THE ELECTION 

The election in this city on Monday last 

passed oft' very quietly. "We publish below 
such returns of a reliablo character as have 



been received: 
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FREE BARBECUE ! 

A Grand Free Barbecue Dinner will be 
given by the Southern Rights Men of Owen 
county, atthcFAIRGROUNDSofthe Union 
Agricultural & Mechanical Association, at 
New Liberty, Owen county, Kentucky, on 
THURSDAY. THE ENt DAY OF SEP- 
TEMBER, 1861. ' 
The following distinguished gentlemen have 
been invited, and will attend and address the 
meeting to-wit : lions. C. L. Vallandigham j 
and G. E. Pugh ,of Ohio; Hon. Jesse D. Bright. | 
of Ind.; Hons. J. C. Breckinridge, L. "W. Pow- 
ell, C. S. Morehead, Henry C. Burnett, John 
Young Brown, J. "W. Stevenson, Humphrey 
Marshall, James R. Clay, and other distin- 
guished gentlemen of Kentucky. 

Come! one Come all! without respect to! 
party. Ample preparations will be made for j 
all who may come. 

The Ladies are especially invited to attend, 
and every arangement will be made for their 
comfort and convenience. 

The various Companies of the State Guard 
in adjoining counties aro also invited to at- 
tend. 



SPECIAL NOTICES. 



Anderson"! 



433 



COUNTY SURVEYOR 

Bohannon. 



66 



From tue Arkansas Frontier. — The 
Fort Smith Times understands that General 
llardee, of the Confederate Army, is to take 
command of the Arkansas troops at Camp 
Walker. The Times says Arkansas is one 
grand Military camp. Companies are arriving 
and departing daily for the scene of operations 
in Missouri. The Hempstead Cavalry had 
arrived on the 25th ult. They number eighty, 
and are armed with double barreled shot-guns 
and all have fine horses. A battalion of four 
hundred infantry would bethereon Saturday. 
en route for McCullough's camp. 



BP^,Tho Montgomery Mail says that the 
Confederate Government has now 250,000 
soldiers, well drilled and armed, and judicious- 
ly disposed for defensive operations. Jonce 
Hooper, editor of that journal, is Secretary of 
the Confederate Congress, and it is presumed I 
the information in his paper is derived from ' 
official sources. 



The Tax Bills Passed. 

It will be recollected that a bill passed the 
House, but was disagreed to in theSenate, and 
a committee of conference was asked. This 
committeo of conference made the Houso bill 
tho basis of tho scheme of taxation which has 
been substituted, and the bill as amended by 
the committee was concurred in by the House, 
by a vote of eighty-nine yeas against thirty- 
nine nays. At a later hour it passed the Sen- 
ate by a voto of thirty-four to eight. It only 
awaits the signature of President Lincoln 
(which it will promptly receive) to become n 
law. Thedutyon coffee 1ms been reduced from 
Gveto fourconts a pound; on cocoa from five to 
three cents; on sugnr from two and a half to 
two cents ; and on liquors tho duties havo 
been increased by substituting the Senate's 
tariff on them for that of the House. In con- 
structing a direct tax bill the committee united 
some of the leading features of the House and 
tho Senate bills. The bill as passed lays a 
direct tax of twenty millions, but substitutes 
and income tax of three per cent on salaries 
over eight hundred dollars for the tax pro- 
posed by the Houso of throe per cent, on in- 
comes above six hundred dollars. People re- 
siding out of tho country pay an income tax 
of five per cent. 



Bayonot Fencing. 

Capt. De Rue will commence on Friday 
evening next, at 8 o'clock, at the armory, 
giving instruction to the Governor's Guards 
in the exercise of Bayonet Fencing, new tac- 
tic*. All persons not members of this com- 
pany, wishing to take lessons in this exercise, 
will be present at that time. A class in 
broad-sword and fencing exercise is now 
forming, at reduced prices for tuition. Gen- 
tlemen wishing to join this cla.-s will please 
call at the Armory, between the hours of 9 
and 10 o'clock, A. M., and 3 and 4 o'clock, 
P. M. 

In teaching the art of fencing to juveniles, 
I have adopted the well known system 
Gymnastic and Celcsthenics of the celebrated 
Professor Linge. By this system youths will 
acquire a noble carriage, an easy, natural step, 
genteel manners, and at the same time it will 
accomplish and strengthen the body. It is 
generally known that in a strong laxly there 
is a strong soul; and young men will soon 
find out the advantage they enjoy in the 
possession of a strong, sound body. The use- 
fullness of this system is so evident that it 
scarcely needs a further recommendation. 

The Art of Fencing. — Among all the ex- 
ercises which reason has suggested or expe- 
rience taught for the development of the 
physical frame, none can be moro highly re- 
commended than the art of fencing. It is a 
manly exercise, and at the same time it is an 
accomplishment upon which any gentleman 
might pride himself. Its use is not confined 
merely to a defense of the person, but it is pro- 
motive of health as well as a graceful and 
manly demeanor. The dancing master may 
do much to impart grace and elegance to the 
carriage, but it is the fcncing^niaster or drill 
sergeant who must complete the job by giv- 
ing polish to the w hole bearing and demeanor. 

Capt. De Rue, who comes to this city high- 
ly recommended as an adept and proficient in 
his art, has a class of some fifteen at present, 
some of whom have made great progress in 
acquiring a knowledge of the science. Where 
is the person that can say that under the pres- 
ent circumstances the knowledge of using 
arms is unnecessary for young or old ? 



mnj. 
For 

Bailey. 

Court House 176 

State "W. House... 246 

Bridgeport 

Forks of Elkhorn 110 

Bald Knob 35 

Peak's Mill 205 

Louisville. — Speed and Semplc, (Union,) 
elected to the Senate, and Beeman, Wolfe, 
Tevis, and Boone, ( Union.) for House of Rep- 
resentatives, elec ted. 

Jefferson County.— 3. H. Harney, (Union,) 
for House of Representatives, elected. 

Henry County. — J. P. Sparks, (Union,) 
House of Representatives, elected. 

Shelby County. — Cochrane, (UnioTi,) House 
of Representatives, elected. 

Mercer County. — Union candidate for House | 
of Representatives, elected, reported majority 
600. 

Anderson County. — Porter s majority is re- 
ported at forty-six. The reported majority 
In YVoodford for Goodloe is 105. This wiil 
elect Goodloe (Union) to the Senate by a 
majority of 659. 

Kenton County. — J. F. Fisk, (Union, ) for! 
Senate, and John W. Finncll and G. Clay 
Smith, (Union,) for House of Representatives, 
are elected. 

Bourbon County. — Brutus J. Clay, (Union.) ! 
for House of Representatives, is elected by a ! 
majority of 46, (Crittenden's majority in 
June last, nearly 400.) 

Nicholas County. — Campbell, (Union,) for 
House of Representatives, elected. 

Fayette, a nd Scott . — J. F. Robinson. (Union,) 
electeil to tho Senate by a small majority, 
about 70. [Crittenden's majority in this Sen- 
atorial district in June last was 930.] 

Fayette County. — R. A. Buckner, (Union,) i 
for House of Re presentatives, elected. Ma- 1 
joritv 667, (Crittenden's majority in June 
last 1,030. 

Woodford County. — Zeb. Ward. (Union.) 
for House of Representatives, elected, major- 
ity 145, [Crittenden s majority in June last, 
345.] 

Scott Coanty. — Gen. Wm Johnson, (South- \ 
ern Rights,) for House of Representatives 
elected, majority about 500.] 

Hardin. Meade, and Ballitt — Field, (Union,) 
elected to Senate. 

Bullitt County — Heady, (Union,) H. R., 
elected. 

Hardin County — Dr. Young, (Union,) H. R., 
elected. Majority 92. 

(ildham — Jacob. (Union.) H. R., elected. 
Majority 581. 

Barren County — Barlow, (State Rights,) 
elected over Warring, (Union.) by 23 ma- 
jority. This county gave Grider, (Union,) 
for Congress, 688 majority. 

Anderson County — Ashe, (State Rights, ) re- 
ported elected. Majority about 100. 

Sj>cnccr County — Cochrane, (Union,) II. R. 
Majority 60. 

Ijogan County-Ew'mg, (States Rights,) is re- 
\ ported elected. 

I'niontown — 10 o'clock — Southern Rights I 

ioritv 900. 



The Great Goneral. 

The greatest General of tho age, the mas- 
ter-spirit of the Virginia campaign, is Gen. 
Joseph E. Johnston, who led tho Southern 
army to victory on the bloody plairis of Ma- 
nasssas. Ho is undoubtedly the best strategist 
in the field, and the coolest commander in ac- 
tion. In this — his first campaign for Southern 
' Independence — ho out managed Gen. Scott, 
| heid Gen Patterson continually in check, fully 
I controlled his own rough army of volunteers, 
and then utterly routed the grand army under 
Gen. McDowell. Who could do more ? The 
following, in referenc to Gen Johnston, is 
roin the Richmond Dispatch, which renders 
honor to whom honor is due: 

The sequel shows that ten thousand of his 
c >mtnand arrived in time to take a leading 
and decisive part in the great action of the 
21>t; the last half of this force, under Gen. 
Kirby Smith, reaching tho field only at 
the last hour but vet in nick of time to turn 



Elavil KE ™™ J. L. GIBBONS. 

AN ELEGANTiSTOCX-jOFj 

STEA TV GOODS, 

CHEAP. VERY CHEAP. 

JUST OPENED BY 

KEEN ON & GIBBONS, 

DEALERS IN 

BOOKS & STATIONERY, 

HATS. CAPS, STRAW GOODS, BOOTS, 

SHOES. WALL PAPER, CARPET BAGS, &c, 

UMBRELLAS, &c„ &c„ 

tebSS w At-wlr MA IN ST.. FRANK FORT. KY. 

TlSS CASH. 

I hove b-en compelled to adopt tho cash system, 
winch will enable me to sell good, at from ten to 
twenty percent, lower I nan formerly. These terms 
will bo enforced from (his dute. 

JET'Sien of the Eagle. A COXF.RY 

june4 t-wtf 



-A. CONEEY, 

SIGN OF THE EAGLE. 
jf=^ (Successor to W. P. Loomis,) 

Has just received a new issort- 

ment of 

^WATCHES, CLOCKS 

AND 

J 3D ~VA7~ EIjII Y. 

Call and see them, and you will 
And Prices to suit the times. 
TO'Watchcs, Clocks, and Jewelry repaired, 
ian l"w£t-w tf 




GILLISPIE & HEFFNER. 
Merchant Tailors, 

Main Street, Frankfort, Ky., 
HAVE just imported a large and complete assort- 
ment of FALL AND WINTER UOOHS for gcnltc- 
men's wear, consisting of Silk and Velvet Vcstings, 
French Cossimcres. Cloths, 4c. Ac, of the most faih- 
ionable sty les. 
Our customers and the public will find our present 

in-fc IIVUI UUl \ C» III I1ILK Ol lime VO I,. I ll I atnn \. - „ , , . , * 

the tide of battleand give the final coup de i ^ " - Ru ,'. d * £ ual to an > to be found H" 
grace to the enemv. The concentration of the \ ' n * e *T *?" OPB TEKMS AS "»"»"•• 



flowers of his troops forthe irrand demonstra 
tion against Beauregard's left wing and the 
ordering down of Patterson, with his fine 
batteries for that decisive blow, was a master 
conception of Scott. But his strategy wa« 
distinctly read, at every movement, by John- 
ston, and was baflled and defeated in the mo- 
ment he was expecting its triumphant sucess. 
Never were the masterly conceptions of a con- 
summate General morecompletelyantirinated 
and brought to naught than were thi se of 
General Soctt hy one of his once most lavor- 
ite pupils. We believe that General Beaure- 
gard would have managed by geniusand brave- 
ry tobave maintained his position, even if 
Johnston had not had the sagacity to come to 
his support: but this is certain, that all the 
movements of Johnston from the abandon- 
ment of Harper's Ferry to mighty events of 
the '21st, stamp him as a master of strategy, 
that highest department of Generalship. 

Senator "Wilson, of Massachusetts. — 
Senator "Wilson, of Massachusetts, was one 
of the blatant Republican politicians who was 
conspicuous in urging the advance of the army 
to Richmond, and who compelled General 
Scott to move before he was ready. Ho was 
one of the first to fly from the field at Manas- 
sas. "What took"placo is thus told by the Bos- 
ton Post, a leading paper in the Senator's own 
State: 

It is said Ihatwlnlc Senntor "Wilson was 
making his masterly retreat in Virginia, on be- 



We are ready on tho shortest notice to furnish _ 
complete outfit of gentlemen's wear, made to order 
in the best stylo of fashionable tailoring, warrsntiig 
all our work to give satisfaction. Call and oxninino 
our stock, on Main street, one door above tho Fir- 



mcrs' Hank. 



ian23 tf 



Beautifully Clear ! 

Pure and White ! 
WHAT? 

Any face after the use of tho Magnolia Balm, jo 
mutter how unsightly it was before. 
Price SO cunts per bottle, ^old everywhere. 

W. E. 11 AC AN A Co.. Proprietors, Troy, N. V. 
lL/'See advertisement. 



THE GREAT ENGLISH REMEDY. 
ESii- Jamca Clrtrlio's 
Celebrated Female Pills. 

frrpnred from a preieripion of Sir J. (larlie. It. 
V.. 1 kftxciOX Juxtraordinaiy (a the Queen. 
This invaluable medicine is unfailing in the oure 
of all thoso painful and dangerous diseases to which 
tho female constitution is subject. It moderatcsill 
excess and removos all obstructions, and a speedy- 
cure may be relied on. 

TO MARRIED LADIES. 

it is peculiarly suited. It will in a short timo bring 
on the monthly period with regularity. 

Each botlle, prico Ono Dollar, bears the Govern- 
ment Stamp ot Great Brltlmn, to prevent counter- 
foils. 

Tlir-e Pills thoxdd nolle lain ly frmalei during 
the nr.ST THREE MOSTHSvf Pregnancy, a. 



ing repulsed by a teamster whose w agon he I they are ture i., • ■■; , J/itcarriage, but ol any 
lOQgbt tooccupy, he protested, in plaintive ac- | other tins they are tafe. 



cents, thathe was Henry Wilson, of Massachu- 
setts. The responso of the teamster was te 
tho point — '• Henry Wilson be d — d, I have 
kicked him off tho wagon six times already." 



State Trbasurer. — Col. J. H. Garrard, 
the candidate of the submission party for 
Slate Treasurer, having had no regular oppo- 
nent, wo do not encumber our columns with 
the details of his vote. "We shall publish the 
official returns when received. 



2 o'clock — Southern Rights 
Rights 



majority 'JOO. 

Owensboro- 
majority 40. 

Hauesville — 4 o'clock — Southern 
majority S6. 

Itnth County — Van Young, (Union,) H. R. 
Majority 300. 

Montgomery and Powell — Turner, (Union.) 
H. R., reported majority 300. 

Grant County — Rankin, (Union,) H. R., 
elected. 

Pendleton County — Bran, (Union,) H. R. 
etectcd. 

Henderson County — Young, (Union,) H. R., 
reported majority 314. 

Madison County — C. F. Burnam, (Union,) 
elected. 

In the Senatorial District composed of Mont- 
gomery, Powell, Estill, Owsley, and Jackson, 
Walter Chiles, Union candidate for the Sen- 
ate, is elected without opposition. 

Boone County. — Union majority 47; Men- 
zies 97. 2,000 votes cast. A numberof South- 
ern Rights men have gone South. 

Bracken County. — ClevelanJ, (Union,) H. 
R., elected. 

Moera County. — Taylor and Smith, H. R.. 
are elected. 



srr.NfKR county. 

Tatlorsvillk, Aug. 6, 1861. 
Editors Louisville Courier : Yesterday was 
a victorious day for the South. The Union 
Candidate (Cochran ) for tho Legislature car- 
ried this county by only sixty votes, when 
Wickliffe carried it last June by two hundred 
and ninety-seven. Lincoln stock has fallen 
below par. Had the election been one week 
later the Southern candidato would havo been 



Proclamation by the Governor. 

"Whereas, Certain arms belonging to the 
State of Kentucky, intended for distribution 
to Home Guards in counties of the First 
and Second Districts, under an allotment 
made by the Military Board, wero lately seiz- 
ed by lawless persons and taken away from 
their place of deposit in Mayficld; and it be- 
ing reported to me that a portion of said arms 
have been distributed among individuals in 
Fulton county contrary to law and theauthor- 
ty of the Military Board; and said Military 
Board having passed the following order — 

Military Board, Frankfort, Aug. 1, 1661. 
On motion ol Gen. Oudley. 

y?^*o/i-^(/. That his Kxcellency tho Governor bere- 
qucste.l to take such stens as he may think best cal- 
culated for the recovery of the public arms forcibly 
taken from Muytidd and carried to Fulton county. 

A oopy— attest. P. SWIGERT. 

Now, therefore, I, B. MAGOFFIN, Gov- 
ernor of the Commonwealth of Kcntuckv. do 
now issue this my proclamation, commanding 
every citizen, or other person, within the ju- 
risdiction of this State, having in his posses- 
sion any arms or munitions thus unlawfully 
seized as above stated, forthwith to deliver up 
the same to the judge of the county court of 
the county in which ho resides, to bo returned 
by said judge to the State Arsenal at Frank- 
fort; and I make this appeal to the loyalty of 
such citizens in good faith, believing that they 
will promptly manifest such a signal proof of 
their fidelity to the laws and authorities of the 
State; at the same timo warning all concern- 
ed that if this order be not promptly obeyed, 
my duty will require the most rifforous* en- 
forcement of the laws against all disobedient 
offenders. 

In testimony whereof, I have here- 
f . „ \ unto set my name, and caused the 
I seal of the Commonwealth to be aflix- 
s- v-< ed. Done at Frankfort, this, tho 3d 
day of August, A. D. 1801, and in the 70th 
year of the Commonwealth. 

By the Governor: B. MAGOFFIN. 
Tuos. B. Monroe, jr., Sec y of State. 

To the Judges of the County Courts of 
Kentucky. 

In pursuance of an order of the Military 
Board, it is my duty to call in all Arms. 
Equipments, and Munitions belonging to the 
State not now in tho hands of lawfully organ- 
ized Military Companies. You aro hereby 
instructed to make diligent inquiry through- 



t 



In all cases of Nervous and Spinal Affections. Pain 
in tho Back and Limbs, Fatigue on slight exertion. 
Palpitation of theheart.Hystrrios, and Whites, these 
Pills will effect a cure when all other m ans havo 
failed; ard although a powerful remedy, do not con- 
tain iron, calomol, antimony , or any thing hurtful to 
tho constitution. 

Full directions in the pamphlet around each pack- 
age, which should be carefully preserved. 
Sole Agent for the United States and Canada, 
JOB MOSES.(LatoI. C. Baldwin A Co..) 

Rochester, N. V. 
B.— 91.00 and 1 postage stamps inclosed to any 
authorized Agent, will insure a bottle, containing 
over 50 pills, by roturn mail. 
Sold in Frankfort by J. M. Millls. 
Wilson, Peter A Co.. Wholesale agents, 
octia w.it-wly 



WM. MOFFETTS SCHOOL. 

VTrM. MOFFETT will open a School fcr boys in 
»» rrauklorl, on Monday. ^-ptemberSd. 
Terms : 

The mitbematics and Latin classes, per session 

of 20 weeks 5.^1 

English branches alone, per session U 

Keference— B. B. Sayre. aue.G t-wtd 

FENCING AND BAYONET EXER- 
CISE, 

^ OW necessary for y oung and old. 

( APT. DE REU'S 

Accademy at the Capitol Hotel Hall. Room open day 
and Lignt. • 



on J. J. Crittenden arrived at his 
home in this cltv vetterdav afternoon 



BSaT-AYo suspect Gen. Fremont looks for 
warm work shortly, and is making ready for 
it. He telegraphed yesterday to Pittsburg 
for three batteries of rifled cannon, to be sent 
immediately by Express. On being tele- 
graphed the cost by express and the ordinary 
mode of transportation, he replied: " Imme- 
diately by Express. " That would seem to 
confirm the rumors of the gathering rebel 
forcefeiD Missouri so as to menace Cairo. 

St. Lews Hepuj , 4rA. 



elected. This precinct gave Wickliffe fifty- | out . vour «M»tjTj an(1 recover the Arms, &c, 
four majority ; yesterday it gave Sloan 
(Southern Rights) lifty majority. Report has 
Murphy elected in Nelson — vote close. Keep 
the ball rolling. Kentucky will be all right 
in loss than sixty days. SPENCER. 



The Cnmpaign. 

The Cincinnati Gazette, in commenting 
on the mannor in which the Administration 
of its choice has thus far carried on the cam- 
paign, says : 

"Up to this point an observer of the two 
parties, who had no knowledge of their pre- 
vious history, would conclude that the rebels 
were the legitimate, strong, and determined 
Government, while our side was a weak and 
timid relellion. ' 



belonging to disbanded Companies, and forth 
with return the same to tho State Arsenal, 
directed to the Quarter-master General. The 
necessary expenses of transportation will be 
paid hereon the presentation of proper vouch- 
ers. 

B. MAGOFFIN, 
Governor and Commander-in-Chief. 
Frankfort, August 3, 1801. 

WANTED. 

A LADY. Graduate of a New England Seminary, 
and an experienced teacher, desires a situation 
to instruct in higher English, Fronch, and beginners 
in Italia and Lalia. Addross 

K.C. W.. 

tngS w3t* Juneau. Wifcrnsin. 



DISSOLUTION, 

THE Arm heretofore existing between the under- 
„„ r ?'Kncd. under the stylo of BAVKB A KA L I KX- 
HKl >, is dissolved by mutual consent. J II. Bayer 
having sold his interest in said firm to V. Kaltenbrun 
who will continue the business of Boot and Shoe- 
making atihc old stand. J.H. Bayer will settle the 
business of tho late firm. 

.1. ft. HAVER. 
V. KALTENBRL'N. 
Frankfort. August 1. 1861.— aug3 t-n2iu 

MALE SCJIOOL. 

DG. TENABLE, hoping by diligent exertion to 
• establish a permanent School of a high order 
in Frankfort, will commence the Firm Session 
on the Mli Holiday in August. Kotice 
of the place will be given indue time. 

In view of the embarrassed condition of tho coun- 
try, he places his tuition for tho present at the fol- 
lowing terms: 

English branches, per session of 20 weeks.... 912 (X) 
Higher branches, per session of 20 weeks 18 00 

iulygQ w tf 

S( < I lOOIi XOTICR 

' I 'HK Seventh Session of Mas. )I. A. SATTER- 
A WHITE'S School for children, will commence 



on Monday, September 2o\ 1801 

Terms, per Session of 20 Weeks - 

No deduction for voluntary absence. 
july2S t-wtf 



- $8 00 



FEMALE SCHOOL. 
Misses K. A. Monroe and Fanny Bald- 
win, 

PROPOSE opening a school for YOUNG LADIES, 
in the basement rooms of the 1'rosbyterian 
Church, on the last .Monday in August, 1661. 



TERMS: 

studying 



For young ladies 

branchon, per year 
Forprimary department, per year 
Music and French extra. 

jul)9 w.ti-wtf 



the higher 



S lOjOO 
30,00 



LOOK OUT ! 

THE uniettled accounts of the late C. G. Graham 
are in the hands of James Harlan. ir„ and .1 W 
Fruett, to close. All over $100 in the hands of Har- 
lan, and the balance in the hands of Fruett. It will 
save trouble and cost to close at once. 

« , . THu - S - P * VG E. 

jnntJrT las. Purvivimj F»rm«r. 



the tri weekly yeomax. Ia the Senate of the 18 u 6 f ed states ' July 29, 1 

Mr. Powell gnve notice of his intention to 'j 
introduce the following joint resolution: 

JOINT RESOLUTION J 

and commercial department of the Xcw York T ... , . L 

, r . . In relation to the arre-t and imprisonment of 



Federal Finances. 

The intelligent editor of the financial 



jVeir*, discussing the condition and prospects 
of the Federal Treasury, says : 

Congress has now appropriated for the ser- 
vice of the year u sum of $500,000,IJOO, or 
equal to the largest expenditure ever made by 
England in one year; and expects to borrow 
the whole of it. although all industry, trade, 
values and revenues have perished. To follow 
the English rule, and borrow the amount, is 
impossible. A bill to tax for only 4 per cent, 
of the amount has been thrown out of '.he 
House, on the ground that the people will not 
submit to it! The foreign trade is entirely 
dead, and atfords no machinery on which to 
base financial operation. 

The project of appeal to the peoplo for a 
national loan, in imitation of the Frenrh 
Emperor, is another instance of the mode in 
■which the "Cabinet compellcrs " jump at con- 
clusions. 



Charles Howard, "William H. Gatehell, and 
. John W. ]>nvis, police commissioners of| 
the city of Baltimore. 1 
"Whereas the Constitution of the United : 
States declares that no warrant shall issue 1 
but upon probable cause, supported by oath i 
or affirmation ; that no citizen shall be de- i 
prived of his liberty without due process of 
law ; and that the accused shall enjoy the 
right of a speedy trial by a jury of the dis- 
, triet where the offense was committed; and 
whereas Charles Howard, William U. Gateh- 
ell, and John W. Davis, citizens of Baltimore, 
j in the State of Maryland, were, on the 1st day 
| of July, 1861, seized without warrant and 
i without any process of law whatever by a 
j body of soldiers of the army of the United 
Stales, by order of Major General ttanks, al- 
' leged to have been made in pursuance of or- 
ders issued from the headquarters of the army 
at Washington, and were removed by force 



The French population is 37,000,000 people. 
"With the advent of Napoleon, or "that fool," » nd »g«'nst their will from their homes to 
as the- Tribune for some years habitually de- i Fort McHenry, where they have ever since 
fcignated him, to power, an extraordinary de- | be*". « nd now aT '[< confined as prisoners ; and 
gree of prosperity developed itself as manifest 
in the annually increasing exports of France. 
These exports for 1800 exceeded by 50 'tf cent, j 
the average for the live previous years, and 
the indirect taxes had increased in n similar : 
proportion showing the utmost general pros- 



perity. In such a state of affairs the Em- 
perior offered to borrow $50,000,000 in a na- 
tional loan, payable in small installments 
over a period of two years, and it was taken 
by 99,124 subscribers, at a price of 04 for 4.J f> 
cent, stock, and 04 for 3 %* cent, stock. This 
was considered an immense success among 
87,000,000 people, endowed with the highest . 

prosperity and confidence in the Government. | whereas the Congress of the I nited States' 



whereas tho said military officer, without 1 
warrant or authority of law, superseded and 
suspended the official functions of the said ' 
Charles Howard and others, members of the 
board of police of Baltimore; and whereas the 
constitutional privilege of the writ of habeas 
OOTpua has been treated with contempt, and 
■ military officer (the predecessor of General I 
Banks) has taken upon himself the rcsponsi- j 
hility of wilful disobedience to the writ 
thereby subordinating the civil to the military' 
power, thus violating and overthrowing the | 
Constitution of the United States, and setting I 
up in its stead u military despotism; andjj 



The lowest subscriptions were for SO'2 on pi- 
tal. payable in installments over twenty 
months. 

The loan was followed by three others, as 
follows : 

llMSaaf Xumbtr Stbfcriber.. 

n 9'I.I'.M 

nm.uou.iiw) lru.sao 

15U.OtU.0OO 3I0.HT6 
100,1*0.000 C>9.J,190 



S40o,lki«,0U0 

The threo first loans made in 18o4-o were 
not paid up until 1857. The amount raised 
was therefore about $150, 000. 01)0 {■> annum 
among 37,000,000 very prosperous people. 
About two thirds of the loans in amount were 
taken in Paris, where speculation and pros- 
perity ran very high. If we now compare 
our own situation we find it i3 proposed to 

borrow 8500,000,000 in one year of 18,000,000 Message as follows 
people, whoso business is ruined, and whose | 
revenues are destroyed, und who are undergo- 
ing a degree of industrial depression greater 
than was ever before experienced. To raise i 
in the Northern States this year the sum ap- i 
preprinted bv Congress would be equal ^ I 
head to raising in France §1,000,000,000, or : 
six times as much as was thought a brilliant 
success for the Emperor! Nothing can place 
in clearer view the state of exaltation with 
which the Government financiers appropriate 
money, and the cowardly fear with which 
they shrink from furnishing the means. 



regards the acts aforesaid as clear and palpa- 
ble violations of the Constitution of the Dili 
ted States, and destructive to the liberties of . 
free people: Therefore, 

Be it resolved by the Senate and House o' 
Representatives of the United States of Amer I 
ten fa Congress asse?nbled, That the ai re- ■ 
and imprisonment of Charles Howard, Wll 
liam H. Gatehell, and John W. Davis, with 
out warrant and process of law, is unconsti 
tational and illegal, and they should, withoi , 
delay, he released, or their case remitted t 
the judicial tribunals to be lawfully heard an 
determined. 



Lincoln's Message in England. 

The KeW York Express reviews the con 
ments of the English press upon Lincoln . 



I From the Baltimore Hepublican.l 
The Despotism of Lincoln & Co. 

Tho arrest of so many of our esteemed citi- 
zens by the minions of the Washington des- 
potism — their incarceration in Federal prisons, 
without trial or charge, should have been 
enough to unite all hearts ami all hands B gainst 
the tyrants. But men, or those wearing the 
form of men, havo been found in our midst 
re idy to approve this lawless despotism, and 
others willing to occupy the places made va- 
cant by the ruffian acts of violence and out- 



The chief interest of the European intelli j 
gonce by the Africa, centres in the comment i 
of the London journals on the President s me: ■ 
sage, which, we see, all of them, without ex 
ception, in extenso print. A carping and hj . 
percritieal spirit pervades nearly all the, j | 
have to say on the subject; and we look i . i 
vain for anything like a hearty or magnan 
imous expression of sympathy with ouf . 
Government or our people, in tho might/ 
struggle in which both arc now engaged, — evei i 
in the columns of such of them, as have hith 
erto evidenced nothing but dislike fo- 
"slavery'' Mid the South. Thus, the Timer 
starts fair, but concludes with an aspiratioi , 
for a "recognition of Southern independence, ' 
as an issue which, tho editor tells us, "mus 
Nmtt last," anyhow, "after infinite loss an 
humiliation. ' The Star, a popular penny pi < 
per, which passes for the organ of Job 
Bright and the Freo Traders, and withal a aj 
oinan of the laboring classes, goes a step o <i 
two further than the "Thunderer," even, — m I 
only pronouncing Mr. Lincoln's ability t .', 
suppress the conspiracy a "problem," bi 



rage. Emboldened by the tame submission of justifying the conspiracy itself,— as far as I 



, and by the endorsement of a venal 
a corrupt party, the despots at 



our peoplt 
press and 

Washington are encouraged to further acts of 
outrage and violence. The Police Commis- 
sioners of this city, with a number of other ; 
highly respected and influential citizens, have 
been forcibly carried out of the State and 
consigned to other Federal prisons, where they 
must necessarily bo deprived of all intercourse 
with theirfainilies and friends, and be entirely 
at the mercy of their lawless captors and jail- 
ors. Where are the brawlers who fluunted 
their banners in our midst, with the motto: 
"The Union, the Constitution, and the Enforce- 
ments of the Laws.'"' Where are these parties 
who claimed such surpassing fidelity to the 
Constitution? A large part of them, including 
alltheir newspaper organs, areshouting hosan- 
nas in the train of the tyrant who is daily 
trampling tho Constitution under his feet, and 
by his armed cohorts preventing the enforce- 
ment of the laws. The time was when such 
outrages as have been perpetrated by Lincoln 
and his tools on the people of this city would 
havo roused the blojdof the wh'de State, and 
every man would have been ready to pledge 



dares justify it. — on moral grounds! Tb 
Daily News is pleased with the message, an : 
has no doubt that the President will bo abl j 
to do sll that he has promised to do — to pu ( 
it down — and yet the views of this jourm ! 
are so obfuscated with the Exeter Hall Ni j 
gro, that it is not difficult to sec, tho edito J 
falls into the error of underrating the magn | 
tude as well as misapprehending the nature < i 
the contest — which ho will learn by and by I | 
not about the Negro at nil. Among the Co 
ton brokers and shipping morchantsof Livei | 
pool. Public Opinion would seem to be d 'i 
vided. The Manchester men, the cotto -i 
spinners, and the shoppers, not relishing tl 
prospect before them, if the blockade is mail 
taincd, and cotton cannot be got at, — are il 
disposed towards the North, and make no s. 
cret of their wish to see Jeff Davis rccognizi i 
as soon as possible; or, if that is out of tl 
question, that the British Government wou! 
take into consideration the ways and means > 
opening one or two ports, to enable ju 
enough of the "King " to come forward to pr- 
vent Manchester and Liverpool going i 
wreck and ruin. Bevond this, the men 



his life, his fortune, and his sacred honor to the i traders' and shop-keepers' circle, however, 



defence of his brother s right and liberties 
Now we see the son of one of the heroes of our 
revolutionary struggle, who upon many a bat- 
tle field risked his life and shed his blood to 
secure the liberties of tho country, dragged 
from his home, thrust into prison, and at the 
bidding of the tyrant transported to a foreign 
State, wo know not whore, nor for what bloody 
purpose- And yet the spirit of the people 
slumbers and their vengeance is not aroused. 
Did George the Third of England commit any 
greater outrage upon the people of this country 
than Abe Lincoln has perpetrated against the 
people of Maryland and Baltimore. History 
does not reccord nn instance I Our State 
and city government have been overthrown 
and ruthlessly trampled under foot; our public 
and private property has been seized upon and 
appropriated to tho use of the tyrants; our 
citizens have been seized and imprisoned with- 
out process of law, and by the arbitrary man- 
date of the despot who is laboring to subjugate 
other States to tho same condition of vassal- 
age. How long is this despotism to be toler- 
ated? How long is this base vassalage to be 
endured? These are questions which force 
themselves upon the mind of every man who 
loves freedom, and who truly regards the Con- 
stitution framed by our fathers. We look for a 
better day. Wo believe the spirit of freedom 
still exists, and that its voice will be heard 
above the roar of fanaticism and the whine of 
cowardice, and that Maryland will yet assert 
and maintain her right to be free, niaugro all 
the powers of the tyrant that now encompass 
her. 



near as we can ascertain the feeling, (as if u 
der the inspiration of the Russell letters fro 
the South, picturing society, men. and mora ! 
there,) seems to be with the North and tl 
Union. But this feeling, clearly, is not sufl 
ciently potent or deep-rooted to justify 0 
expectation that it will bo continued after tl 
news of tho Bull Run disaster is promulgate . 



Abandoning Neutrality.— We see it 
stated in a letter to tho Cincinnati Gazette, 
dated near Cumberland Gap, July 21, 1801, 
that "Hon Green Adams has returned home 
and advised all Union men to lay aside neu- 
trality, and prepare to take up arms to fight 
for tho Government.'' This advice is similar 
to that given by Mr. Holt in his speech a 
short time since in this city. We have no 
doubt it is the intention of the leaders of the 
Union party, whenever they think Kentucky 
is sufficiently debauched, and when thev 
shall have disarmed the Southern Rights 
men throughout the State, to abandon their 
neutrality and take up arms and fight for tho 
Lincoln Government. We notice that efforts 
are already being made to provoke hostilities 
between this State and Tennessee, and it has 



Shooting Affair— Assault on E. Crutchfleld 
Two Persons Wounded. 

A shooting affair occurred yesterday nt tl 
Gait House, in which Edward Crutchfiel ' 
Esq., and Thomas Selvage were badly woum' 
ed, the latter perhaps fatally. As near i 
we can gather the facts. Selvage and sever 
of his friends made the assault upon il 
Crutchfleld. The difficulty originated >- 
Spring Garden, and Crutchfleld was persuadi 
by friends to leave, and it is stated that h 
assailants followed him to the city. At a 
event9. they met in the Gait House, and 
rencontre took place, when Mr. Criitchfle 
fired two or three and Selvage and his frien'' 
four shots. Crutchfield was not hit by a ta i 
but lost his left eye from blows inflicted wii . 
a pistol by one of the men who attacked hii 
Selvage was shot in the left breast, the hi- 
glancing. Another shot took effect in tl 
thigh, striking the testicles, and lodging in tl 
other leer. He was taken home and the ba j 
extracted. 

Subsequent to tho shooting a crowd of m< 
went to the Gait House, and threatened -J 
break into the room where a physician w 
dressing Mr. Crutchfleld' s wounds. Two < 
these men, Jacob Fais and Kaisch MeCorkl 
were taken into custody by officers Bligh an ! 
Gallagher, and lodged in jail. They Wati 
afterwards released, but by whose authorii , 
we are not informed. 

We have the names of several persons eo? 
nected with this outrage, but refrain furnist. 
ing them for the present. 

Louisville Courier, August 6th. 



Where is the Official Report? — Nea 
\y two weeks have elapsed since the remnan ' 
of our defeated army on that fatal Sunday i 
Bull Run reached the Potomac. The dca> 
the wounded, and the missing have been can 
full numbered by their comrades, and the off, 
cers of each regiment must necessarily kno ' 



tho extent of the disaster to their comman 
already been proposed that the Legislature at and probably full official report has been mai 



its next session shall inquire by what author- 
ity Tennessee stations troops upon her own 



to headquarters. Why aro these reports cor 
cealed I For what purpose are the people 



soil at Cumberland Gap. By provoking a the North kept in ignorance on this matter' 
difficulty with Tennessee it is thought that! Such may be, possibly, the wiser course; bi 
Kentucky will be driven from her neutrality, j to us the reason of "it is not apparent, 'i 
and will at once take up arms for the Federal i would be far better to reveal the whole trui i 
Government. It is, however, with the people I upon this point at once, them to leave tl 
to say whether or not this programme shall j mattor to popular guess and speculation, 
bo carried out. — Lou. Cbur. y y 7?-,,-». 



Mr. Pendleton's Resolution. 

The following important resolution, offer- 
ed by our Representative, Mr. Pendleton, in 
the House of Representatives, was not tele- 
graphed in the reports sent West: 

" Mr. Pendleton offered the following reso- 
lution : 

" Resol red, That, under the Constitution, 
the rights, powers, and duties of all the 
States are equal ; that the Union is founded 
in this equality; that, in order to maintain 
the Constitution and tho Union, this equality 
must be preserved; that every honest effort 
to perpetuate the Union must be made in ac- 
cordance with the Constitution, and with a 
purpose to maintain this equality; that an at- 
tempt on the part of the Federal Government 
to subjugate any of the States and hold them 
as Territories, or in provinces, or in any posi- 
tion inferior to that of every other State, or 
to interfere with their State Governments, or 
with their domestic institutions, or to abolish 
or to interfere with slavery within their lim- 
its, would be an attempt to destroy this equal- 
ity, and would, if successful, subvert the Con- 
stitution and the Union. 

u Resolved, therefore, by the Senate and 
House of Representatives, That Congress 
does solemnly declare that hostilities against 
the so-called Confederate States shall be so 
prosecuted as to enforce obedience to the Con- 
stitution and the laws passed in accordance 
therewith, and that they shall not be so pros- 
ecuted as to reduce to a position of inferiority 
any of the States, to interfere with their State 
Governments, or to abolish slavery within 
their limit 



From Missouri. 

Jkffekson City, August 5. 
Governor Gamble has issued a proclama- 
tion to the people of Missouri, the principal 
features of which are as follows: 

I do hereby strictly charge and enjoin up- 
on all citizens of suitable age to enroll them- 
selves in military organizations, that they 
may take part in the defense of the State. 
All citizens who are embodied under the aei 
of the last session of the General Assembly, 
popularly called the military law, are noti- 
fied that the law has been abrogated, the 
troops disbanded, the commissions issued un- 
der it, as well as the commissions under tho 
net of the same session for the appointment 
of a Mnjor-General, have been annulled, and 
all soldiers and officers are enjoined to cease 
action in a military capacity. If those citi- 
zens who, at the call of the late Governor, 
have taken up arms, choose to return volun- 
tarily to their homes, in the peaceful pursuit 
of their occupation, they will find in the pres- 1 
cut Executive a determination to afford them ' 
all the security in his power, and there is no 
doubt entertained that they will be unmolest- 
ed. The officers and other troops belonging | 
to the Confederate States, who have invaded 
Missouri, are notified that it is against tho 
will of the peoplo of Missouri that they 
should continue upon the soil of this State, 
and that their continuance in Missouri will 
be considered an act of war upon our State — 
the horrors of war which Missouri desires to 
avoid. They are. therefore, notified to depart 
at once from the State. 

[Signed] HAMILTON R. GAMBLE, 
Since the Governor's Proclamation was 
■ Mr. Hntchins. of Ohio, raised the point of ; ***)*•■ tho following dispatch has been re- 



order, and the Speaker sustained him." 

Mr. Hntchins is the Abolition successor of 
Joshua R. Giddings, from tho Western Re- 
serve of Ohio. Under the rules, one simple 
objection sufficed to defeat the introduction of 
the resolutions. 



Kentucky Neutrality to be Violated. 

The Lincoln Administration has at no time 
intended to permit Kentucky to remain neu- 
tral in the present war between the Northern 
and Southern States. Neutrality has been, 
and is still regarded, as disunion completed ; 
and the Administration has only awaited the 
August election to carry out its settled poli- 
cy of disregarding Kentucky's neutrality. 

The Washington correspondent of Forney's 
Press, discloses the policy of the Administra- 
tion. In speaking of furnishing the Union 
men of East Tennessee with arms, he says: 

The Government appreciates tho necessity 
of prompt action; but at the very moment 
when Tennessee asks its aid, Kentucky, 
through some of her Union men, ask that the 
soil of Kentucky should not bo used to con- 
vey arms to East Tennessee until the August 
election is decided. 

Thus it will be seen that in deference to tho 
wishes of the Union men of Kentucky the 
sending of arms to East Tennessee was defer- 
red until after the August election. It might 



ceived: 

Washington, August 3, 186!. 
To His Excellency, H. R. Gamble, Governor 

of Missouri: 

In reply to your mossago addressed to tho 
President, I am directed to say that if, by a 
proclamation, you promise security to per- 
sons in arms who voluntarily return to their 
allegiance and become peaceable and loyal, 
this government will cause the promise to" bo- 
res peeled. 

[Signed] SIMON CAMERON, 

Secretary of War. 

Springfield, Mo., August 2. 
A battlo occurred to-day at Dug Spring, 
nineteen miles south of this place, between 
the Federal forces, under Gen. Lyon, and 
the rebel troops under Ben. M. McCullough, 
of which 8 of the former were killed and 80 
wounded, und 40 of the latter killed and 44 
wounded. Gen. Lyon took 80 stand of anus 
and 15 horses and wagons. 

Two hundred and seventy United States 
cavalry made a charge upon a bodv of rebel 
infantry, said to have been 4,000 strong, and 
cut their way through them, and returned ! 
with n loss of only five men. The charge 
was most gallant and terrible, several of the 
rebels being found with their heads cloven en- 
tirely through. 
The enemy retreated during the night, and 



possibly have changed the result, or at least I General Lvon took possession^ the field, 
have weakened the I nion party in the State. ' A nnther" bottle w«. n».,»M.,;i, 



party 

The election, however, is over, and we may 
now look for the animal soldiery of Lincoln 
to invade our soil for the pretended purpose 
of furnishing arms to East Tennessee. Our 
State will be occupied by a military force 
sent in|our midst by the Federal Govern- 
ment, which will doubtless bo met by troops 
of the Confederate States, and thus Kentucky 
will become indeed tho "dark and bloody 
ground.'' — Lou. Cour. 



Another battle was momentarily expected, 
the enemy being in large force west of Spring- 
field. Particulars as soon as possible. 



[From the Louisville Journal , 6th imt.l 

The indications seem to be that the Texas. 
Arkansas, nnd Missouri troops under McCul- 
lough, and the Tennessee troops under Gen. 
Polk or Gen. Pillow, will within two or three 
days, if not oven sooner, combine and attack 
Bird s Point and Cairo. Tous, with such limited 
knowledge as we possess, the probabilities ap- 
pear to be that both of those places will be carri- 
ed. In the first place, we believe that the United 
States troops will be attack 



Work in Congress— Bill for Confiscating Slave 
Proporty Defeated— Morrill Tariff— Income 
Tax of Throe Per Cent.— Direct Taxation o/ 
Twenty Millions. 

[Special to Cincinnati Gazette. 1 

Washington, Aug. 2. 
Congress accomplished much to-day. Thai 
bill for confiscating slave property during the 
progress of the war was defeated in the House, 
after an affective 6peech from Mr. Crittenden 
against it. 

The revenuo act is at last a law through the 
cfi'oris of the Conimitteee of Conference. 

The Morrill Tariff is untouched, with the 
exception of an increased duty on silks and 
liquors. Two cents per pound on sugar, thrc 
and a half on coffee, and fifteen on tea, were 
agreed on as the tariff for those articles. 
Un all incomes of over eight hundred dol 



d by a vastly su 
nerior force, and, in tho second place, we pre- , , 

sume that the Confederates will havo greatly Un » n ' ncon > c •"«* P* cent, is levied 

the advantage in artillery 



The truth is, the Confederates can have 
just what artillery they please. They have for 
months, thanks to their activity and audacity in 
the work of seizure and confiscation, had more 
steamboats in and near Memphis than they 
knew what to do with. Moreover, they 
have at Memphis, Fort Randolph, Fort Har- 
ris, &c, at least thirty or forty columbiads 
and other guns of tremendous calibre, taken 
by railroad from Fort Sumter and other 
fortifications in Charleston harbor. Well, by 
means of their steamboats they can take just 
as many bf their big guns as they please to 
any point near the mouth of the Ohio, and, 
if they can find threo or three and a half 
miles from Bird's Point and Cairo a position 
at all favornblc, that is a position in sight of 
those places, they can, for aught wo can 
see, bombard them at pleasure without the 
slightest danger from a ball orshell in return. 

It may be that General Fremont and Gen- 
eral Prentiss have effectively guarded against 
such a danger, but we have no information of 
their having done so. Beyond all doubt tho 



The direct taxation will amount to twenty 

millions. 

The entire revenue which is anticipate- 
from the bill is one hundred millions of dol 
lars. 

Movements are on foot by which tho pres 
of the entirecountry will cease tobesupplied 
either by telegraph or by mail, with any state 
ments of the army movements, with the ex 
ception of actual results and engagements 
The plan, which will be acceptable to the en 
tire press, is soon to be made public. 

The flag of truco which arrived to-day i 
said to relate solely to the exchange of prison 
ers, and the delivery of letters from prison 
crs among rebels. 



' From Baltimore. 

Baltimore, August 5. 
Legislative — The committee to which wa- 
referred the memorial of tho Police Commit 
sioners submitted a long report, saying thu 
the course of the Government was arbitrar 
and unconstitutional. 



The committee appeal to tho whole peopl 
Confederate troops are confidently anticipat- | to take warning and come to tho rescue < 
ing a victory. free institutions. 

I The resolution provides for sending copie 

thereof to the Senate and House of Represen 
tatives, and to the Governors of the Severn 
Slates, to be laid before their respective Lag 
islatures. 



tFrom tho New York News. Au*. 3.] 
Another Step of Despotism. 

On Friday morning the annexed placard, 
in flaming capitals, was found posted in every 
section of the city, and excited crowds of the 
curious, who were not slow in detecting, 
through its insidious paragraphs, tho purpo.-cs 
of the Abolition anarchists to excite the un- 
thinking portion of the public: 
PEOPLE, AWAKE ! 

A CRISIS IS AT DAM). 

No compromise throush Northern agency. 
BNEMIIB AT nOMK, 
Wearine masks of penco (masks of the OoMen 
Cross), as well a* open foes, must be struck down. 

Be not deceived! The freedom of the press is 
subordinate to the interests of a nation. 

Lot the three Southern orirnns issued in this city 
beware or editors will be assigned to them to pre- 
serve tho public welfare. 

FROM THIS DATE 

The authority of the people organizes a new system 
of legislation suited to the times. 

Politicians! will not bo perncitted to injure the 
general cause in pursuit of Rmbitious ends. Party 
distinctions must bo abrogated in favor of Law and 
Government. 

THE RIGHTS of our SOLDIERS will bo PRO- 
TECTED. 

Disappointed demagogues are forbidden to aggran- 
dize themselves at tbeir expense. 

The District Attorney is expected to exercise his 
power. 

Traitors, male and fomile. aro marked, and their 
names enrolled. Not one shall eseape. 

Southern sympathizers are directed to leave the 
State. 

ONE WttL ! ONE WAT ! ONE COI NTBY I 

We have begun to act. 

From the League of Loyalty. 

THE PEOPLE. 

August I, 1861. New York. 

GOD SAVE TUK REPUBLIC. 

Rumored Secession of Utah. 

The Baltimore Republican of 1st instant 
publishes the following paragraph : 

A gentleman just arrived from Utah brings 
the intelligence that Brigham Young has 
thrown off his allegiance to the United 
States Government, and declared tho in- 
dependence of tho Territory. The Mormons 
were arming in every direction, and declared 
their intention to maintain the independence 
of the Territory against the Government at 
all hazards. 



8SB""Tho Southern States stock, continue to 
rise, nnd it is believed that the position of 
England, France, and Prussia, in respect to 
the blockade and tho recognition, are at the 
bottom of tho upward movement in the 
Southern stocks. — 1/ Y Viv Book. 



From Washington. 

Washington, Aug. 6. 
Tho Representatives of the press have hel I 
a consultation with Gen. McClellan. At h ■ 
suggestion a committee wnsnppointed totrans- 
mit to the editors in loyal States the followin 
requests : 

1st. That all editors be requested to refrai:. 
from publishing news of any description froi i 
any point, and on any matter that might giv 
aid and comfort to the enemy. 

2d. To signify to their correspondem 
everywhere their approval of the foregoint,. 
and to comply with its spirit and letter. 

The committee resolved to request tb 
Government to afford the press facilities f< 
obtaining, and immediately, all suitable it 
formation, particularly touchingengagemcnt 

General McClellan gave his approval t • 
this. 

A bill which has passed both nouses, prr 
vides for the punishment with fine and im 
prisonmcnt, of any one who enlists a pcrsor 
white or black, to aid in tho rebellion, as wall 
as those enlisted. 

Another bill debars slave ownersfrom clai' 
to the recovery of slaves who are employ- 
to aid the rebellion. 

There was also a bill passed to pay all v< 
unteers mustered into service for one to thr - 
years, or for the war, from that time, withoi, 
waiting until they reached the rendezvous. 

Washington, August 6. 

House adjourned sine die. 

All the bills which passed both House 
were approved by the President, who yielde I 
a reluctant approval to that for the confisc: 
tion of property used for rebellious purpose 

Yesterday each House provided 6eparatel 
for an increase to the pay of volonteers an : 
regular soldiers of four dollars per month 
but finally they united on a bill which will 
increase the pay only two dollars per montl 

Washington, August 6. 

(Conclusion of Yesterday s Senate..) — Aft< 
an exciting session, which was nearly 8} hoin 
in length, the Senate opened again at 10:3 

The House bill to increase the number • 
Representatives to 239 was taken up, an 
aft>-r a short discussion, was laid over. 

On motion of Mr. Carlisle, the Senate pr 
cceded to executive session at 1180, and s»i 
Inurncd till ^SO ro-day. 



XXXVIITH CONGRESS— Extra Session. 

Washington, August 5. — Senate. — Mr. 
Salsbury moved to take up tho resolutions 
offered by him some time since, proposing cer- 
tain amendments to the Constitution for an 
adjustment of the present difficulties. 

The motion was disagreed to — yeas 11, 
nays 24. 

jfr. Breckinridge moved to tako up the 
confiscation bill, as returned from the House, 
and to concur in the amendment of the 

House. 

The motion was agreed to. 
Mr. Breckinridge called for the yeas and 
nays on the amendment of the House. 

The amendment wus agreed to — yeas 24, 
nays 11. 

Nays — Breckinridge, Bright, Carlisle, 
Cowan, Johnson, of Mo., Latham, Pierce, 
Polk, Powell, Rice, and Salsbury. 

Mr. Hale reported a bill providing ^r 
further enlistment in the navy. Passed! 

Mr. Wilson moved to take up the House 
bill to promote the efficiency of the Engineer 
corps. Agreed to. Several amendments 
were mude and the bill passed. 

House. — Mr. Phelps, of Mo., appeared in 
hisseat for the first time this season. 

The Speaker laid before the House a letter 
from Mr. Curtis, stating that he had sent to 
the Governor of Iowa his resignation as 
Representative from that State, duties of a 
military character prompting him to this 
course, he having been appointed a Brigadier- 
General, 

Senate — Mr. Foster moved to take up the 
report of the Committee on the Judiciary in 
the case of the Kansas contested seat. 

Mr. Lane said that he had never accepted 
the appointment of Brigadier General or act- 
ed in any way as a Brigadier General. If the 
Kansas brigade, after it was formed, should 
signify a desire to have him lead them, he 
should feel it his duty to lead them, and when 
be did accept any such appointment, then he 
would inform the Senate nnd resign his sent. 

After further discussion, the Senate re- 
fused to proceed to the consideration of the 
report. 

The amendment to the bill to increase the 
pay of volunteers. &c, four dollars per month 
instead of two dollars, was carried — yeas 18, 
nays 17. 

Mr. Wilson moved to amend by adding the 
bill approving and legalizing the military 
proclamation of the President. 

Mr. Breckinridge said that this amendment 
looked a little like the joint resolution ap- 
proving tho acts of the President, &c He 
thought, however, in this amendment there 
were some omissions which looked like leav- 
ing the other resolution alone. 

Mr. Wilson said that there was an omis- 
sion, but that he intended to call up the joint 
resolution. 

The amendment was agreed to, and the 
bill passed. 

After an Executive session, the Senate ad- 
journed. 

House — Mr. Kellogg, of Illinois, asked 
and obtained leave to report from the Judi- 
ciary Committee a bill fixing the numbers of 
the House of Representatives after 1863 at 
239, to lie apportioned nmong Jhe several 
States in accordance with the act of 1830. 
The bill was passed. 

The House concurred in the Senate's 
amendment to the bill authorizing additional 
enlistments in the navv. striking out the 
word "marine," and tho till was passed. 

Tho Senate's joint resolution authorizing 
an experiment with James' rifled cannon 
projectiles was passed. 

The S»nate bill to increase the Engineer 
corps and the Topographical Engineer corps, 
with an amendment providing for two addi- 
tional Inspector-Gcncruls for the army, was 
passed. 

Mr. Porter, from the Judiciary Committee, 
reported the Senate bill providing for holding 
district and circuit courts of the United 
States during the temporary absence or ina- 
bility of the Judges. Passed. 

Mr. May introduced a preamble with a 
resolution that the Republican party, having 
achieved success on a sectional and social is- 
sue, is responsible for our present national 
misfortunes: that tho uncompromising spirit 
of that party has prevented a compromise 
when the same was practicable; that it is im- 
possible, by force of arms, to subjugate sece- 
ded States," which are united to a man in de- 
fense of sacred rights, against tho most cruel 
and merciless usages, &c. It becomes the 
duty of Congress to procure an armistice, to 
procure peace, and direct a compromise so as 
to preservo the Union, if possible: that if this 
cannot be done, to provide for the peaceful 
separation of those States which have seced- 
ed, and of others which may hereafter secede. 

Objections were made to tho reception of 
the resolution. 

Mr. May moved the suspension of the rules 
that the resolution might be received. 

The motion was disagreed to. 

The House took up tho Senate bill adding 
four dollars per month to the pay of non- 
commissioned officers, musicians, volunteers, 
marines, seamen, and ordninarv seamen, and 
approving and legalizing all tho debts con- 
tracted under the proclamation of the Presi- 
dent, after March 4th, 1861, respecting the 
army and navy, regarding them of the same 
effect as if they had'been warranted by the 
previously expressed will of Congress. 

Mr. Stevens remarked that the expenses of 
the Government were at the rate of $1,250,- 
000 per day. Ho could not sco where the 
money was to come from. 

After some discussion the bill passed. 

Mr. Lovejoy introduced a bill to repeal so 
much of Ihe law as exempts a witness who 
testifies before an investigating committee 
from prosecution in a court of justice. 

Mr. Wickliffe said that he would vote for 
it, as, under that clause, the contractors, nnd 
the company, and the Stato that stole the 
Indian bonds, got clear. 

Without disposing of tho bill, the House ad- 
journed. 

Washington, August 6. 
Senate. — Mr. Dixon moved to suspend the 
26th rule of the Senate to allow the Commit- 
tee on Contingent Expenses to report a reso- 
lution and have it passed the same day. 
Agreed to. 

Mr. Di xon reported a resolution to pay 
Hon. Asbury Dickens his salary as Clerk of 
the Senate for one year from the present time, 
amounting to $3,000. Passed. 

All papers relative to the Kansas contested 
sent were directed to be printed. 

Mr. Wilson moved to take up the joint res- 
olution approving of all the acts of the Pres- 
ident, when Mr. Doolittle moved that the 
Senate go into executive session. 

The bill to punish certain crimes against 
the United States was taken up nnd passed. 

The Senate refused to consider the resolu- 
tion of Mr. May regarding the Baltimore Po- 
lice Commissioners, by 21 yeas and 33 nays. 

The motion was disagreed to by the follow- 
ing > )te : 

Y'eas — Baker, Bayard, Bingham, Carlisle, 
Chandler, Collamcr, Dixon, Doolittle, Fessen- 
den, Foote, Garlan, King, Lane, of Kansas, 
Morrill, Powell, Rice, Saulsbury, Thompson, 
Ten Eyck, and Wilmot— 20. 

Nays — Breckinridge, Bright, Browning, 
Clark. Corran, Foster, Grimes, Howe, John- 
son, of Tenn., Johnston, of Mo., Kennedy, 
Lane, of Ind., Latham, McDugall, Polk, 
Pomeroy, Sherman, Sumner, Wade, Wilkin- 
son, and Wilson — 21. 

Mr. Breckinridge said that atthe earlypart 
of this session Senators were very anxious to 
vote for this resolution, approving of all the 
acts of the President; now there seemed to be 
a recoil. He thought it was a good sign. 

Mr. Fessenden said that he had always been 
ready to vote. Tho argument seemed to be 
made that the Senate was afraid to vote. The 
gentlemen could have all tho benefit of euch 
an arg-imont. 



Mr. Trumbull said he was not ready to v< ta 
for tho resolutions until after further consia- 
ation. 

A resolution was passed to pay F. P. Stan- 
ton, who contested the seat of Senator Lane, 
his mileage. 

Mr. King then moved that the Senate go 
into Executive session, which was agreed to. 

The Senate, at a quurter past twelveo'clock, 
adjourned sine die. 

Washington. August 0.— HorsE.— The 
House passed the Senate Bill relative to the 
supreme Court of the United States in the 
case of appeals. 

The Senate Bill was passed with an amend- 
ment appropriating §20.000 for repairs to the 
Long Bridge over the Potomac. 

Various measures were proposed to be taken 
up by different members, but objections were 
interposed. 

The House passed the Senate bill to increase 
the pay of the rcgulur army and volunteers. 

On motion of Mr. Cox, "a resolution was 
adopted, calling on the President, if compat- 
ble with public service, to communicate to tho 
House at the next session, all correspondence 
with foreign nations since 1853 relative to 
maritime rights. 

Civilians on the Battle Field. — A 
story is going tho round of the papers re- 
specting the Duke of Wellington's treatment 
of spectator volunteers at Waterloo. We 
know not upon what authority the anecdote 
is founded, but it is highly characteristic of 
that great general. When applied to by cer- 
tain civilians for permission to witness the 
aproaching battle of Waterloo, he granted it 
on condition that they should arm and equip 
themselves as soldiers, and take their places 
in tho ranks. This pointed rebuke exactly 
met the case. We do not find that volunteers 
of that description encumbered the field of 
Waterloo. "The iron duke" knew too well 
the exigencies of war to permit anything in 
the shape of an obstacle to impede his move- 
ments; and from his well known character 
we may reasonably infer that, had such in- 
truders been found on that fumous field, 
where the fate of Europe was decided, he 
would have had no hesitation in treating 
them as enemies. 

We learn from gentlemen who were in 1 
Richmond during the battle at Manassas, that 
the authorities refused all persons permission 
to visit tho scene of engagement, except 
those attached to the army. 



Demanding Bread. — About twothousand 
Germans held a meeting at Harmonic Gar- 
den, New Y'ork city, on Wednesday, to take 
into consideration the suffering and destitu- 
tion now weighing so heavily upon tho work- 
ing classes of that city. A plan of organiza- 
tion was submitted. The President of the 
meeting, Mr. Michel, contended that, taking 
the Declaration of Independence, which de- 
clared that "all men were born free and equal," 
the working man had the right to demand 
the necessaries of life at any time, and under 
all circumstances. He said that they would 
insist that this right be recognized. If no 
other way existed, ho would commence war 
on tho moneyed power. This was received 
with cheers. He said, however, they wished 
to bring about these reforms in a "peaceful 
way. A committee of twelve was appointed 
to carry out the objects of the Union, and ar- 
rangements are to be made for a grand pro- 
cession of unemployed working men march- 
ing through the streets to the City Hall. 

Cin. Enq. 
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Glad News for tho Unfortunate ! 



THE LONG SOUGHT FOB 



Discovered at Last. 




CHEROKEE REMEDY! 

An vnf ailing Specific for all Diseases of Vic. 
Urinary Organs^ and a General Alter- 
ative and Blood Purifier. 
(KrTHTS "REMEDY" CURES WHEX 
ALL OTHER PREPARATIONS FAIL.J3) 

JiTIt is entirely unlike every other Medicine 
prescribed for Venereal Disease*, as it contains no 
jlineral Poi$on or Nauseous Druqs, being prepared 
from Boot*. Hark*, and Leace$ t in the form of a 
plensent and delicious iSyriip. 

Tl i^I t i* "nature's own remedy/* for GONO- 
RIUEA, (Clnp.) GLKET, GRAVEL. S_l KICTL'KK 
and is especially recomtne nd*pfor FLUOB ARLUS 
(Whites in Females,) for thia complaint it is inval- 
uable. 

JUr*As n general alterative nnd blood purifier it 
has nn cq'inl. :in<l oS'Cs not fail to euro SCKOV L LA, 
SKCO.V 1 » A |{ Y S VI'll II. IS, (iLAMU'UU SWELL- 
INGS. MERCURIAL and ALL ERUPTIVE DIS- 
EASES, curing them more speedily and permanently 
than any other medicine known. It does this by 
purifying and clensing the bloodl Causing it to 
flow in all its original purity and vigor, thus remov- 
ing from the system all impure and pernicious causes 
which havo induced disease. 

JTTr'In all old eases of Oonorheea, and Gleet, 
that have baffled all medical skill, it is especially 
recommended— in old cases it never fails, and re- 
cent ones it cures from one to three days. ^4 few 
doses positively remove* all scalding heat, chordca 
andjpain. 

JTrlt does not affect the breath, or interfere with 
any class of business. 
ITT'It requires noassistance frcm other medicine. 
Ifr'It can lay on the Toilet-table, or in the Count- 
ing-Koom. without its ever being suspected as a 
"remedy'' for private diseases. 

jrjFA Treatise on Venereal Diseases, with full 
directions for their permanent cure, accompanying 
each bottle. 

JO^ or Particulars get a Circular free from 
any Drug store in the United States. 

VrTIt it told at Retail *2 per Bottle, or three 
Bottles for 8"», by all responsihleDruggibts and Deal- 
ers in icines throughout the United States, and 
at wholesale by all Wholesale Druggists. 

1'UTTER A MEUWi>',Sole Proprietors, 
Memphis, Tenn. 
Sold in Frankfort by W. H. Avcrill and .1. M. Mills 
Wilson Peter A Co.. and Raymond A T>ler, Louis- 
ville. Wholesale Agents. 
oet23 lj twA wins 



rt E MOVAL 



THE undersigned, having be«n 
1 <te lire to change his location. 



compelled by the 
has removed his 



BOOT AND SHOE ESTABLISHMENT 

to the room lately occupied by Bayer and ( y alten- 
6 r ii ft, on Main Street, opposite to the Mansion 
House, where he will be pleased to see his old cus- 
tomers and many new ones. Ho hopes by strict at- 
tention to business, and by charging reasonable 

f trices, such as suit the times, to merit and receivo u 
air proportion of public ca'ronagt>. 

innoll wAt-*£ra L. STFTTfT. 



JOB WORK 




STEAM 



PRINT ESTABLISHMENT. 

Y EOM vIf~OFFICE, 

FRANKFORT. KY. 



T\^E call the attention of heads of Colleges, officers 
VV of Agricultural Societies, cuunb oncers. Ma- 
gistrates, and all others desiring good work on the 
best terms, to our superior facilities for printing 
CATALOG! EH, 

oibcularA, 

I'KKMIl'M LISTS, 

ULAN KS OF ALL KINDS. 
Book*, Pamp'det*, Card-, Bill-Heads, I'o*ter», 
Letter- InMi .d'c , £e.< Ac, 
Wo havo tho greatest variety of wood and tneta 
types of t tie latest stales, entirely nete; 
STKA.TI POWF.It A. ( Aim PIIDSSES. 
lino paper ■ nd ink, of till kinds and colors, and em- 
ploying tho most experienced workmen, we are cpa- 



YOU CAN'T FIND 

AX ARTICLE THAT SLITS AS WELL AS 

HEIMSTREETS INIMITABLE 

HAIR RESTORATtV . 

Apothecaries and Consumers all testify that 

It is the Only Reliable Article 

For the Bald and Grey. 

Read the testimony from Kentucky. 

PADUOAK, KY., July iT. 1800. 

Mb. W. a. Bill: 

Dear Sir :— 1 have used Hf.imstrekt's Inimitable 
Haik Rkstukativk. and am satisfied, from an expe- 
rience in all other preparations for the like purpose, 
that if in the only article eier before the public 
worth purchasing. Yours truly, 

JOHN 0. DALY. 

I'adioaii. Ky.,.Iu ly 8 
j Mk'sps. W. E.IlAfiAN. A Co, Troy. X. Y: 

Gents:— Above please find statement of Mr.John 0. 
Daly, men hant olour city, in regard IoIIhimsthket's 
Inixitaiu.k Haik Restouative. This testimony is 
given alter having used most of the prep-rations 
now before tho public claiming to bo liair Restora- 
tives, and niNff be considered conclesirc as to the 
merits of the Inimitable. Am outof the large sire. 
Forward by Railroad double the quantity we had be- 
fore. Very truly yours, W. A. HELL. 

IT V/ILL RESTORE THE NATURAL 
COLOR OF THE HAIR, 

where age nr sickness has turned it grey, and it 
will render it toft and clotty. 



HLLMBUlU'S GI-.MIM PliU'.iRATIH 

OP 

HIGHLY CONCENTRATED OOMPOCND FLUID 

KXTKACT BUCUU. 
For Diseases of the Bladder, Kidney*, (travel 
Urup-y, Wtaknes*e$ % ObetrtufsioHe^ Secret 

Jjis*ase*, Female Coinpla i nt*, a ml tilt 

Itisease* of the Sexual Oi^ipt*, 
Arisinir from hxcesses And Imprudt snces in Life, 
and removing all Improper Discharge* from the 
Bladder. Kidney s.or .>exual Orgaus. whether exi&t- 
iiiK iu 

MALE OR FEMALE. 
From whatever cause they way have originated, and 

SO MATTER OF HOW LONfi STANMM;, 
Vt 



(living Health and Yigorta thr Frame, and Bloom 
to the Pat lift' 



ANYBODY 



93 



Who tuny try it. will find that if docs not color thr* 
skin, but. by stimulating the natural secretions at 
the roots, give-* new life and strength to the Hair, and j 
thus restore? its color Hnd freshness. It. can be used \ 
A3 freely as water upon the scalp, and with u much ■ 
safety— is composed of oil and stimulating spirits,! 



iyled t- 



turn out all kinds of work in a stjle equal to and ad an article for the toilet lias nu equal 

ICTRead this letter 



any office in tho West, and at prices as low as the 
same can be done in Louisville or Cincinnati. 

o~PLawyers visiting Frankfort to attend any of 
the Courts, can havo their briefs or business curds 
printed at the shortest notice. 

F^TTartieular attention given to printing in inks 
of different colors. All orders will receive prompt 
attention. Addro*. S. I. M. M A.KIR A CO., 
tuniSS tf Frankfort . Kr. 

NEW BOOK BINDERY. 



MAJOR & OVERTON. 

TILL execute ail ordcrs.f'T binding, and work , 
, department of tho business, at their | j,; 
veeson it diuBONs' Hook Store, on Main 
febiC tf 

DICK'S ACCOUNTANT 



in any 
room over Ket- 
street. Major's Building 



DISPATCH PATENT. 

TIte Inventor's Claim* a* acknowledged and pro- 
tected by the Government*, of Canada, the 
United States, and trreat Britain', 
to all tehom it way concern. 
What L claim as my invention is. the contrivance 
of keeping accounts current, of whatever kind, de- 
scription, or variety, in printed form, by keeping the 
statements of the several Dooounts standit g in prin- 
ters' type, or their co.uivnl. nts, the type being so ar- 
ranged in form as to admit of being readily and 
quickly re-n,li listed in any particular part, where an 
account nu.) have undergone a change, h> the lapse 
or time or the current of business transactions: so 
that, when readjusted in all such pnrts up to any giv- 
en date, an impression then taken from the lyposhall 
exhibit, iu printed firm, the true slate of all the ac- 
counts so kept, accurate!) representing all the bal 
nnecs or conclusions, in accordance with [he end or 
ends contemplated in keeping the record; rendering 
it, in commercial business, a balance sheet of the 
most compact and perfect character, the details of 
management being substantially as recited in speei 
lication, wherein it is shown, that the fact or facts to 
he recorded, may be represented b> figures. sjuibols. 
dates, or numbers, used eiilier separately or in com- 
bination, or by whatever else will indicate the fact or 
tacts as desired; and lurtherinore. based on this pri- 
mary invention, I alsoclaim thedevice or contrivance 
of rendering or transmitting accounts in partial or 
full statements, when the siatomenfcor stateim-nts 
so sent are, thus, or substantially thus, kept in type, 
by tho contrivances of my invention, bo the medium 
oi transmission w hu it may; but the particularly dc 
of rendering accounts by tho use of the Dispatch 
Machine, constituted of Apron Movement. Reel, and 
Cutter stamp. 1 claim in the broadest and fullest 
eonse; and also the machine itself, embracing all its 
forms and modes of operating, as indicated in de- 
scribing ; t. either asa simple hand instrument, or as 
pr ipcllod by machinery. And in connection with 
those sp.., ilic claims, and based upon them, I also 
claim all other means an ' appliance* substantially 
the same as those herein clnimed or intended to be 
claimed. With these claims fully Acknowledged and 
protected as above, this invention has alrcad) spread 
itself over Canada, eighteen States of tho American 
I'ni in. and into lireat Britain, and is now used in 
tnorothnn three hundred Newspaper Offices.. Its im- 
mense rnluo to banking and similar institution, will 
be shown in a circular which will make, its appear- 
ance soon. Meanwhile applications for information. 
"Ueeoi of Right," or "Dispatch Machines," H ill re- 
ceive due ntteution, when addressed either to 

Kev.tt.ber.D.ck,j«^.{v:,:; 

to his Agent and Atttorney, 

John J* Haines, London, England. 

TTpTo "Lex," wbo in the Montreal (i.izet;.- of 1st 
Kebruan, 1PG0, pronounces the "idea*' of keeping ac- 
counts current "iu type," a gross absurdity," thanks 
are hereby tendered, and the assurance given, that 
this gross absurdity i? nil that Mr. Dick has patented 
in the domain of keeping accounts. His claims 
hinder no operation therein into winch thi^^roas ab- 
surdity i.* noi piratically smuggled in nny manner; 
neither bodily nor partially; neither directly nor in- 
directly; neither explicitly nor symbolicalh; this 
ground his claims cover, and nothing more; the ab- 
solute monopoly of this absurdity and nothing else, 
jj) j,u hr n-i;* p« his olaiins, rationally read, attest. 

sep4 wAt-wly '.**{ 



.Sr. Lot is, Mo.. June 1*1,1839. 
M PSR*. W. E. 1 1 AO AN <fc Co.: 

1 hereby certify that m> Hair hiving beeomo gray, 
and mv head partially bald, I bought from llenry j 
Reynolds. Druggist, one four-hit bottle of 11 K I M- 
STREET\S IM.MITAHLK UAllt HESTOKAT1V K. j 
Ity its uso my hair was restored to its original color i 
and thickness ; it removed all dandruff, arrested its ; 
ialling.and gave it arich, glossy appearance. Its ef- ; 
foots were entirely different from any Hair Prepara- ; 
tioa 1 ever used before. 1 know of several ladies and I 
gentlemen, my intimate friends, who all speak of the ! 
'* Inimitable" as being the best and cheapest Hair 
Preparation in our market. I can fully recommend I 
it. and will refer any one to Henry Rey nolds, Drug- , 
t.for the truth of im statements. 

WILLIAM B0*SBY SHALL. 
Read one of the many letter* reccircd by the Pro- 
prietors: 

St. Lol is, ftfo., August 2, 1800. 
| Mess* us. W. E. HMft Co., Troy. N. Y. 

(ients : — The happy results tending the u«e of ! 
/A i»i rfreet'i 1m>ht.\»i.e (in every lensepf the word) 
/fair IttHtorotire seems to demand that I should ! 
give mv testimony that other ladies might prutit 
by it* I have never used a ha.r preparation that I ' 
liked so well. It has enmpte t ly rtetortd every hair ' 
t hat was grey, to tho color it wji.«; in girlhood, and has , 
brought it out thick and healthy. 1 was induced t<> 
use the article by Mr. Reynolds, your ngenihere. If! 
this letter will be of (service, you may publish it. 
Very respectfully yours,* 

Mrs. It. fid. LORST. Itroolchjn «(. 
Sold everywhere— Price *»0c and SI per bottle. 
W. E. HAGAN & CO., Proprietors, Troy, N. Y. 
apt It* wAt-w3m 




BEFMRK TAKIXOTIIE 
ELUUR, 



AFTER TAKING THE 
ELIX1K, 




DR. HOOFLAND'S 

A M | 

AND 

D1C. HOOlXAlVr'S BALSAilllC COIt- 
D1AJL., 

'"THE groat standard medicines of tho present aze, 
J have acquired their great popularity only through 
years of trial. Unbounded satisfaction is rendered 
by them in all cases; and tho people have pronounced 
them worthy. 

Jjiver C<n>tptaint ; ihj*p*-p*ia, JatTM^Oe. Drbility 

of the aervotn *>y*rVw, Ditraae$ 
of the A id ury*, 
and all diseases arising troin a disordered liver or 
weakness of the stomach and digestive organs, nre 
speedily and permanently cured by the tiERMAM 
1U1 I'LUS. 

The Hahamic Cordial has acquired a reputation 
surpassing that of any similar preparation extant. — 
It will cure, without fail, tho most severe and lung- 
standing 

Cough t Cotd f Jfnar*rtte** t Branch it in, njluenza 
Croup, Pniumoni'u Incipient 
Con»u mptioti, 
and has performed the most astonishing cures ever 
known of 

Confirmed Consumption. 

A few doses will also at once cheek and cure the 
most severe DiARRlKEA proceeding from Cold IN 
TiiE Buwki-s. 

These medicines are prepared by Dr. ('. M.. Jackson 
A Co., No. 41* Arch street, Philadelphia, Pa., and 
are sold by druggists and dealers iu medicine every - 
where, at "5 cents per bottle. The signature of C. M. 
Jackson will boon the outside wrapper of each bot- 
tle. 

In the Almanac published annually by the propri- 
etors, called hVKKY Ropy's Almanac, you will find 
testimony and commendatory noticos from all parts 
uf the country. These Almanacs are given away by 
all our agents. 

Caction.— Beware of a spurious article called 
Hoortand's Superior German Litters, lie sure to get 
Hootlaud's Ucuuine Bitters, manufactured by CM. 
.Jackson A Co., Philadelphia. None Genuine with- 
out the signature ot C. M. Jackson on tho wrapper of 
oach bottle. 

Sold in Lagrange by .las. Hoopwood; in Frankfort 
by W. U. Averili, and all druggists, 
ianl" w&t-wly 



BOOK BINDING. 

AC. KEENON informs bis friends and former 
» customers, that having regained his health, he 
has purchased back from A. G. Hodges the liindcry 
sold to him in November last, and will give his whole 
attention to its management, lie respectfully solic- 
its a continuance of the patronage heretofore ex- 
tended to the establishment. 
v Clerks will be furnished with record books 



DR. WEIGHT'S 

CELEBRATED 

REJUVENATING ELTXIR !! 

Prepared on the strictest Pharmaceutical principles 
by one uf the ablest Chemists of the age. 
This is altogether a new medicine, the result of 
modern discoveries in the vegetable kingdom, being 
an entirely new anil abstract method of cure, irres- 
pective of all the old and worn-out sjMems pufcUtb- 
**d by accomplished quacks to the su tiering. Dr. 
Wright, welt knowing, the deception practised upoi. 
tho uninitiated, felt il his duty at once to have this 
KMxir te.sted by the whole Medical Faculty, who, 
without even ono dissenting voice, have givea in 
their adherence to its perfect and undivided control 
over the whole physical man when his frame ha- been 
reduced, and when all other medicines known to tho 
Pharmacopoeia have been tried in vain. Long thought, 
years of patient investigation. and a nil drt-prmn- 
dum determination, havo crowned the Doctor's 
efforts, und ho now offers tho Elixir to suffering hu- 
manity as the >.nly thing that can cure the following 
disease! — natm-h : 
GENERAL DEBILITY, 
MENTAL AND I'll VSICA L DEPRESSION, 
DETEKMINA I ION OEliLUUD TO THE HEAD, 
IMHEMI I IT. 
CON'FCSEI) IDEAS, 
HYSTERIA, 

GENERAL IRRITABILITY. 
RESTLESSNESS AND SLEEPLESSNESS AT 
NIGHT 

ABSENCE OK Ml'StTLAR EFFICIENCY, 
LOSS OF APPETITE, 
DYSPEPSIA. 
EMACIATION. 
LOW SPIRITS, 
D1SORUANIZATI0M OF THE OR- 
GANS OF GENERATION, 

PALPITATION OF THE HEART, 
And, in fact, all the voncomitatits of a nervous and 
debilitated state of the system. 

Ah a Mi miilant* 

It is qnite different from alcoholic preparations. It 
la not subject to reactions in any shape; it continues 
(o exert its influence, gradually and cfliciently, as ' 
long as the least necessity exists for its presence. 

As n Friuulc* 7Ifdir.no, 
It 1? equally powerful and effective, and restores the 
equilibrium sooner and safcrthan all tho other ined- j 
icines which for years have flooded the market, and | 
which are only iniurious. in place of assisting or 
renovating the constitution; fur avcrygo' d reason 
too, that they arc only ma»1e from the effusions ot 
uiiuds ignorant of the Medical profession altogether, 
No M i ii v rulsl 

Dr. Wright thinks it well to stake his profesiona" 
charnctcr on the fact, that no mineral-' whatever 
form the least component parts of the ingredients in 
his Hcjuvenating Elixir — well knowing what ruin 
has been entailed on the community by opium and , 
mercurv. i 

Uenerally, to the debilitated. Dr. Wright would say , 
AVprr denpair. No matter how worn down you may 
he — no matter how weak you arc — no matter what 
tho caufle may have been — forsake at once whatever 
hnslcd you to depart from Hygienic principles— lake 
his 

Krjuvnintiiitr Fli\ir. 

And you will soon find yourself a new man — a pride 
instead of the reverse, to your friends, and a healthy, j 
sound, and worthy member of the human family . 

TTr'Priec $'2 per botllo, or three bottles for $5. and 
forwarded by mail to all parts of the United States. 

Sold by all respectable Druggists throughout the 
United States and Canadas. The trade supplied at a 
liberal discount. 
For sale by theproprietors. 

J.WRIGHT A CO. 
21 and 151 Char tee* street. 
New Orleans, La. 
Sold in Frankforby W. IL Averill, J. M. Mills, and 
all Druggistsevery whore. 

Raymond A Tyler, and Wilson, Peter k Co.. Louis- 
ville, wholesale agents. octl6 wAt-wly 

EXTRACT OF TOBACCO, 

For dipping Sheep and Lambs, and for 
destroying all kinds of Vermin 
on other animals. 

'I HE Manufacturers of this new ard vnlunb!epre- 
■ para t ion, Leg leave to call the att en t ion of Far- 
mers and Graziers to this effectual remedy tor de- 
stroying Ticks, Lice, and all other in.-ects injurious 
to animals and vegetation, ami preventing the alarm 
ing attacks of the 1- ly and Scab on Sheep. 

Its use not only removes tho vermin on animal?, 
but cleanses and purities the skin, thereby materially 
benefiting their general health, and greatly im 
proving wool, both in qu dity and quantify. 

This article completely supersedes that lahoriouu 
and ditagrteallr work of preparation in your own 
buildings for Sheep-washing, as it is ready at all 
times in any climate, and for all descriptions of 
Sheep, even for ewes in lamb, and can bo furnished 
at a much reduced coat. 

FISHER & CO. 



F 

4 Chirk. 

JOY TO Till: AFFMCTFD! ! ! 

D cures Nervous and Debilitated Sufferers, and re- 
niovesaU the Symptoms, among which will be found 
Indisposition 
to Exertion, Loss of Pow- 
er, Loss of Memory. Difficulty of 
Breathing, General Weakness, Hor- 
ror of Disease. Weak Nerves, Trembling. 
Dreadful Horror of Death, Night Sweats, 
Cold Feet, Wakefulness, Dimness of Vision* 
Languor. Universal Lassitude of the lluscular 
System, often Enormous Appetite; with Dyspeptic 
Symptoms, Hot Hands, Flushing of the Rody, 
Dryness of the Skin. Pallid Countenance, and 
Eruptions on the Face, Pain in the Head, 
Pain in the Rack. Heaviness of the 
Eyelids, Frequently Itlack 
Spots Flying before 
tho eyes, 

with temporary Suffusion and Loss of Sight, Want of 
Attention. Great Mobility. Restlessness, with 
Horror of Society. Nothing is more Desira- 
ble to such patients than Solitude, and 
nothing they more dread than fear for 
themselves; no repose of manner, 
no earnestness, no specula- 
tion but a hurried transi- 
tion from one question 
to another. 

These symptom*, if allowed to go on— whi 
this medicine invariably removes— soon follows Loss 
ot' Powkk, Fatl;ty, asp EfilBFTJC Fits, in ono 
of which the patient may expire. Who can say 
that these excesses arc not frtquently followed by 
those direfuldiseases— Insanity and Cunsi mption? 
The records of the Insank Asyli ms, and the mel- 
ancholy deaths by Con>i mption, bear ample testi- 
mony to the truth of these assertions. In lunatic 
BPylntni, the most melancholy exhibition appears. 
The countenance is actually sodden ami quite desti- 
tute. Neither Mirth or (iricf ever visits it. Should 
a sound of the voice occur, it is rarelv articulate. 
*'With woeful measures wan despair. 
Low sullen sounds bis grief beguiled. " 
Debility is most terrible! and has brought thous- 
ands upon thousands to untimely graves, thus blast- 
ing the ambit ion of many a noble youth. It can be 
cured by the usoof this 

INFALLIBLE KF7IFDY. 
If yon are suffering with any of t he above distress- 
ing ailments, the Fluid Extract Hrcur will cure 
you. Try it, and be convinced of its etlicacy. 

Jietrarc «/ Quack X-ftrumi and Quack li<»ctor* t 
whofalsely boast of abilities and references. Citi- 
eens know and avoid thcin, and save Long Suffering. ; 
Money, and Exposure, by sending or calling fora bot- 
tle of this Popular and Si-kcikic RmitDY. 
It allay s all pain and inflammation, is perfectly pleas- 
ant in it* taste and odor, but immediate in action. 
HELMBOLDS EXTRACT BUCHU 

Is prepared directly according to theRules of 
PHARMACY AND CHEMISTRY, 
with the greatest accuracy, and chemical knowledge, j 
and care devoted in i's combination. See Professor : 
Dewkks' Valuable Works on the Practice of Physic, j 
and most of the late standard Works on Medicine. I 
The mass of Vou'ntaky Testimony in possession ' 
of tho Proprietor vouching its virtuesnnd curative! 
powers is immense, emhracingnames well known to ' 

SCIENCE AN II FAME. 

"Personally appeared before me. an alderman of the 
city of Philadelphia, il. T. HELMBOLD, Chemist,; 
who. being duly sworn, does say, i hat his p-opara- 
tion contains uo Narcotic, Mercury, or injurious 
Drug, but are purely vegetable. 

11. T. HELMliOLD. Sole Manufacturer. 

Sworn and subscribed before inc. this -3d day of 
November, 1K>4. 

\YM. R. H1RBERD, Alderman." 

I'rlrc M per Rolile, or Mix for Dc 
livened lo uay Address. 

Accompanied by reliable and responsible Certifi- 
cates Irom Professors ol .Medical Colleges, Clergy men. 
and other-. 

Prepared and sold by II. T. HELMBOLD, 
Practical A Analytical Chemist, 
No. 52 South 10th Street, below Chestnut, A.-^euibly 
Buildings, Philadelphia, Pa. 
TTTTrt b* had of alt Druygi*t* and Denier* 
through f» ut the United Sates. Canadan,and Uritinh 
J' rovincr*.. 

ItyilEWARF: OF COUyTEHFEITSl 
Ask for Hclmbold's — Take no otberl 



marir> w3m 



sole 4GKNT8, 
23 Central Wharf. "Rocton. 



A Specific for Hooping-Cough 

IT is known by a few individuals in the counties ol 
I Jefferson, Shelby, and Oldham that 1 have a rem- 
edy that effectually cures Hooping-Cough. If there 
are remedies in America or Europe that cures, it is 
not within my knowledge, (except the one I use.) 



ruled to any pattern, and of the very belt quality of I I'hysieians tell the families they attend it can't b 

* • cured. I havo no doubt they arc candid in who 



pliptT 



P Blank Books of every description, manufac- 1 tharfU. Toget the medicine in use. and lull t 



tured at short notice, to order, on reasonable term*. 

^i~y* Bindery at the old stand, over Harlan's Law 
Office. oct28 wrf-t-wtf 



Lots for Sale 

I?\YF ""vfiral beautifut vacant buildine lots foi 
sale. Call oa me at mv residence in South Frank- 
V - , A. TUEOUALD, 

*il wtf tw tf 



sleep a deep-rooted prejudice, tho faculty are invite 
to gut the medicine, and save the little innocent 
whom they attend, nnd tell them no more it canm 
becured. One dollar will pay for two bottles, whic 
is a sufficiency for onechild. This medicine can I 
conveyed to any part of the United States by cxpre 
for a mere trifle. Residence Green street, betwe« 
Floyd and Preston, south side. No. LouifrviLl 
K.y.^, FAT KICK MAJOK. M. D. 



drum gvakaxti-ed. 

apr. r i wAt-wly 

WESTERN REMEDY. 



Dr. MERWIN' S 
FEVER & AGUE PILLS. 

F>r Oie jwrnaneiti cure of Fevrr and Ague 
( %0l8i Fever Cowjeslive Chills, Jiemitteid 
Fe>'er t Bilious Feve*\ Dumb Ague, and aff 
periodical diseases thai have their origin in the 
miasmatic effluvia arising from decayed vege- 
tati'M. 

THESE "Pills" never fail to cure all of the above 
mimed Fevers, and what is better, they also aicl 
na a prevciilivr, if taken tecasionally.or daily, 
while exposed lo the infect ion. Hence the old adage, 

*'/lri ouncr i,f prr rentier is trnrth ft pound uf cure." 

Dk. Mkrwis s "Fever and Acne Pifls" dipfkk kkom 
all OTiiKU Chill Mediciucs, iu the^ollowing partic- 
ulars: 

1st. They never fail to perform a speedy and per- 
manent cure, 
id, Thoy are recommended only for one clnss of 

diseases. 

3d. They are agreecble and convenient to take, 

4th. They contain no poisonous minerals, being 
purely vegetable. 

5th. They do not impair the organic functions of 
the stomach orany part of the system. 

6th. They require no other medicine to prepare the 
system for their reception, or alterwards to allay 
irritation. 

7th. They are not a northern "catch-penny hum- 
bug." but are prepared by gentlemen that were born, 
rearcdand educated under tho benign iniluenceot 
touthrrn i ti «t it tit ion*. 

JO^Kemkmbeii when you purchase the«c Pills, that 
YOr ARE sot contributing means for "Yankee Emi- 
grant Aid Societies,'' or Sharp's rifles and bowie 
Knives, for "Blooding Kansas,'' as you many time* 
have done, in buying northern articles. 

We wish all to distinctly understand that this is a 
SoiTHEKN Mepicine. prepared from the simple 
p'ants that grow in our Wood-lands, on our Kivcr- 
bauks. Bayous, and Lakes. 

J) r*A* a np'cial merit, ire »{§n to calf attention 
to the fact, that in uting thi* Mfdiciw ytu only j 
fate a few J*ills. /* not thi * prcft rahle to fralloic- 1 
ing a pint of nauseous mixture which, at best,cau 
only produce the same resultf 

JO=l*rice $1 per llottle. 

One Dollar and Four 3 cent postage stamps, in- 
closed to the Proprietors or to almost any Dealer in 
Medicines in tho Southern States, will insure a bot- 
llo of Pills by return mail. 

POTTER & MEKWIN, Sole Proprietors. 

Memphis, Tenn. 

Sold in Frankfort by.l. XL Mills nnd W.H. Averill. 

Wilson. Peter & Co.. and Ivaymoud it, Tyler 
Louisville. Ky., W holesale Agents. 

octlo wAt-wtf 

Notice 

Harlan, C. H . Kentucky, ( 
October 13. IcGO. ( 

COMMITTED to the Jail of Harlan county on the 
9th inst,, two likely negro men, calling them 
selves Henry Tate and Andy Fincastle, Henry is 
about 29 years old, about 5 feet 10 inches high, weigh.- 
105 or TO pounds; says he came from (irainger. Ten 
nessee, and belonged to n man by the name of White- 
sides, at Bean Stat ion, in said county . Henry is of a 
copper color, very sensible. and says he i> a black- 
smith by trade. Andy is about 5 feet high; weiih> 
ITS Of AO pounds; has on whiskers; his neck and under 
his chin is very rough and bumpy; of a copper color, 
and say s ho came trom thesame county and State, 
and belonged tf> a man by tho name of Fincast le, at 
Lutleilge. The owners of said slaves are hereby re 
quested to come forward, prove said slave.*>, pay ex- 
Dense*, and lake them. 

BEZEKIAB JENNINGS, 
octi.'6 wOm Jailer of Harlan County. 



MOFFAT'S 

Life Fills and Phoenix Bitters. 

'THESE MEDICINES have now heen before the 1 
L public lor a period of THIRTY YEARS, and , 
during that time nave maintained a high character : 
in almost every part of tho tjlobe, for their extra- 
ordinary and immediate power of restoring perfect 1 
health to persons suffering under nearl- every kind 
of disease to which the human frame is liable. 

The following are among the distressing variety of 
human diseases in which the 

\ i:<-i: j Aiti.i: b,sm: mi;»k jm:s 

Are well known in be infallible. 

DYSPEPSIA, by thoroughly cleansing the first 
and second stomachs, and creating a flow of pure, i 
healthy bile, instead of the stale and acrid kind; , 
KLATt l,i:>f V, Loss OK Ari'KTITK, HEARTBURN, 

Headache, Restlessnkss, Ill-Tkmpkr, Anxiety, 
Lanotor, and Melancholy, which are the general! 
sy inptomsof Dyspepsia, will vanish, as a natural eon- 
sequence of its cure. 

COST i V EN ESS, by cleansing the whole length 
of the intestines with a solvent process, and without 
violence; all violent purges leave tho bowels costive 
within two days. 

I KVEKN of all kinds, by restoring the blood to 
a regular circulation, through the process ofrespim- 
tion in such cases, and the thorough solution of all 
intestinal obstruction in others. 

The 1, UK MKntrtN'BS have been known to cure! 
Ctlin M A'Ms.H permanently in three weeks, 
and <»OI'T in half that time, by removing local in- 
li::mtnatiou from the muscles and ligaments of the 
joints. 

DROPS I KSnfnll kinds, by freeing and strength- 
eniig the Kidneys and bladder; they operate most 
delightfully on these important organs, and hence 
have ever been found a certain remedy for the wcrst 
cases ot 4.IC \\ 1 I. 

Also tVOIMlS, I.) dislodging from tho turnings! 
of the bowels the slimy mutter to which these crea- 
tures adhere. 

SCURVY, ULCERS, nnd IIVVKTEK. 
ATI-; MUtl.S, bl the perfect purity which theM 
LIFE MEDICINES give to tho.blood, and all the 
humor*. 

Nf ORRI TIC ERUPTimfl and BAD 

CtLMPLEXIONS. by their .nteiative effect upon the 
fluids that feed the skin, and the morbid slate of j 
which occasions all eruptive complaints, sallow, 
cloudy, and other disagreeable complexions. 

The use of these Pills for, a very short time will 
effect an entire cure of SA 1/T ItllKCM, and a 
striking improvement in tho clearness of tho skin. 1 
CODiniOM ©OI-DSend I M l ll)^/ A will al- 
ways bo cured oy one dose, or by two in the worst 
oaaef . 

■** l*ICS.«»The original proprietor of these Medi- 
cines, was cured of Piles, of 35 years standing by the 
useoi the LIFE MEDICINES alone. 

FEVER AM> At. M'..- For this scourge of 1 
the Western country, these Medicines will 1 e fumd 
a safe, speedy, and ecrtafn remedy. Other mesnctnes j 
leave the system subject to a return of the disease j 
—a cure by these m'-dicine* is permanent— TRY ! 
THEM, BE SATISF1KD, AND BE UUKKIK ' 

RIXIOUS FEVERS kWD LIV l;U COH- 
Pi«AErV7S.— Cknkkal Debility, Loss of Ai i-e- 1 
tits, and Diseased of Females— the Medicines have i 
been used with t he most beneficial results in cases of 
tbitfdeeeription: Kisms Evil. and Schofi i.a. in its | 
worst forms, yields to the mild yet powcrtul action of , 
t he>e remarkable Medicines. N ivht Sweats, Nervous 
Debility, Nervous Complaints, of all kind.*. Palpita- 
tion of t he Heart. Painters' Colic, are speedily cured. 

HER CI KUL DISEASES.— Person* vb«M 
constitution.- have become impaired by thcinjudicious 
use of Mercury, will find these Medicines a perfect 
cure, as they never fail to eradicate from the lyat— 
all theeffeefs of Mercury, infinitely sooner than the 
most powerful preparation! of Sarsaparilla, 

Prepared and sold by W. B. MOFFAT. 

33."> Broadway, New York. 
FOR SALE BY ALL DRUGGISTS. 

oct13 w&t-wU 

t'nrc Cough, Cote!* Honrxcue**, In- 
fluenza, any Irritation o* A'ore- 
nessttf the Throat, JlcHerc ths 
I1ttckiny Coirgh in Ci-n*nmp- 
tion. Jirouchit is, A nth ma, 
<£" (btarrh. fV«ar<fr give 
*tn itgtfi to the voice of 

rrn.ic mm akkks, 

una IUWBBIi 
Few are aware of the importance of checking a 
Coiurb or 'Common Cold" in its first stage; that 
which in the beginning would y icld to a mild remedy, 
if neglected, soon attacks the tangs* " Brofu* liron- 
ekieu Tro< he*," containing demulcent ingredients, 
allay Pulmonary and Bronchial Irritation. 
BROWN '81 "That trouble in my Throat, (for 
which the Jroefcee arc a specific) 
TROCHE^ having made mo often a mere whis- 
porer." 

„ nr ., rv , c | >*. P.WILLIS. 

LLUW > o "I recommend their use to Pi bli 

""^PFAKEltS " 

TROCH£S ' REV. ft, H.OBUVBv 

"livcatsorvico ia niBdaiai Uoaks 

BROWN'S RKV. DAMEL WISH. 
„.— — _,_,-,„ * Almost inytant reliei in the di 
*KOCtlij3 traasins labor of breathing peculi 

to Asthma." 
DROWN* 8 KEY. A. C. EGGLES 

> "Contain no Opium or anything in. 
TROCHES jurious." Eft. A. A. HA Yl », 

Of rm'tt, Ilonto 

ItUHWV » CI "A sinple and pie ant oombinalio 
TROCHES 

nnniiTW . o' ' Beneficial in Bronchitis." 
BUOW ' b ok. J. F. \v. lam;. 

i Boston. 
TROCHES -I have proved them excellent for 

Wuuwimi Cotton " 
BK0WX ' S W*V . a W. WABRBN, 

Bo.tQ*. 

TROCHES eneficiil when compelled to speak, 
sull'eriuK from COUt." 

BROWN ' S *S!t. 8.J. V. ANDERSON, 

*'FiTKCA r ALinremovinjr lioarsenes? 
ami Irritation bf the Threat. soeom- 
men with KfFAWUtS ami Sivukks." 
irof. M. .S'l'ACV .lOliNMiN, 
La Orange, Oa, 
TROCHES Teacher of Mu-ic. Southern 

Kemale GalMBt 



OFFICIAL. 




TROCHES 

BROWN ' S 1 



BROWN'S , 



"Great henefit when lat.cn before 



nn«l after prca'-hinc, a* they prevent 
Hoarsonees. f rom their past efleet 
TROCHES I tbintctbej will bcof apcrmunentmi- 

vantage to um-." 
BROWN'S „ . ,KI;A.K ROWI.FV.A M. 

President ol Athene Collect*, lenn 

TROCHES TV Hi G t ENTS A liO.\a_u 

MfW wAt-w6tnisn 



KENTUCKY F£ RMER. 

WE hare made an arrangement with Mr. II 
HOWAK1J GKATZ. to take charge <.t tin- 
editorial tlepartment of the KHXIKRV FIB- 

IC, and can promise oursub^cribersa first class 
Agricultural and Kamily Journal. 

The "Fanner" is tho only Agricultural paper in 
the State, and will be devoted to the peculiar inter- 
ests of this latitude, and wo will spare no paius to 
make it thoroughly reliable in every department ol 
Agricultural Literature. Its circulation la rapidly 
increasing iu every part of tho State; and it will be 
found an admirable advertising medium, for those 
having Land, Stock. Agricultural Implements, Seeds 
Tree?, Ac, Ac fur sale. 

TCP-One dollar per annum is tho very moderate 
price at which wc w ill mail it to subscribers. 
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A.U.liUDCIiSiCO. 



qo \0u want \yhiskkks? 

do' you want whiskers? 
do you want a mustache? 

do you want a mustache ? j 

BELLI ZC GUAM'S 

STIIW U LUTING ONGUE KT/i 

For the Whiskers and Hair. .* 

The subscribers take pleasure in announcing to 
the Ci linens of the I" niteu States, tba they have ob- 
tained the Agency for and me now enabled to otic 
to the American public, the above justly celcbralcu 
and world icuouned article. 

THE STIMTIATING 0NGTJENI t 

Isprepaiedby Dr. C, P. L!llli.m;ii ah, an eminent 
physician ot London, and is warranted to bring out 
a thick set of 

WHISKERS OR A MUSTACHE, , 

i > from three to six weeks. This article is the onl> 
n - r the kind used by the French, and in Londoi; 
and l'a is it is in universal use. 

■ i beautiful, econouiicul, sootliins. yet stiinu- 
la ins couipound, acting as if by magic upon tin 
ro is, cuusinjja beautiful trrowth of luxuriant hatt 
If ipplied to *ho scalp, it will cure baminkss, and 
c i>e to sprina up in place of the bald spots a fine 
_.owth of new hair. Applied according to direc j 
tioos. it will turn i:ed or tow j hair dahK. and restor* • 

gray hair to its original color, leaving it soft, sn tb 

and fh xible. 'l'he "t)NGt:KST" is an indispensabk- 
article in every gentleman's toilet, and alter one . 
week's use they would not for any consideration be 
without it. 

The subscribers are the only Agents for thearticle 
in the L' ni led States, tu wuoiu all orders must be ud- 
dressed. 

Trice One Dollar a box— for «ale by all Druggists 
and Dealer? ; or ft box of the "**nguent" (warranted 
to have thedefired effect) will bo sent to any who 
desire it. b> mail (direet.) securely packed, on rcceip; 
of price and posiage.SI 18. 

Apply to or address 

UOKACK U BKOKMAN &. CO., 
MnrMMrra *c 
23 William Street. New York 

feh?3 wAt-Bllm. 



uu. v. it. ito>irs ntrxii 

v K.VriVFS. 

HIS article enables those whose health or cir- 
cumstances do uot permit an iucrea.se of family, 
to regulate or limit the Dumber ot their offspring 
without injuring the constitution. It is the only 
!»fo and Sure preventative against pregnancy and] 
Oi*ea*e. The abore article can he sent by mail to I 
a,.y part of thel/niled States or Canada, two for $1 
and $5 per dojson. 

1>R/G.W. BOND'S KEMALE MONTHLY I'll. LS. 
These Pills are tho only medicine married or single 
ladies can rely upon with safety and certainty for the 
immediate removal of Obstruction--, irregularities, 

etc. Thty'honld not be itH'd during Pregnancy. 

I'ricc 82 per box. Each box contains .2 pills. Sent 
by mail. 

The Doctor can be_ consulted on all diseases of a 
private nature. Scientific treatment, a quick cure 
and moderate charge gu'aranteed. 

UEOKOE li. liONT). M . I >.. Office. corner Grand and 
Orchard streets, over the Shoe Store. Entrance Ho. 
05 Orchard street. N . Y. Established in 1833. 

majlSwlv 



Notice. 

ALL persons indebted to the estate of Dr. CO. 
l'hythian, deceased, aro requested to come for- i 
ward and settle immediateL; and those havingelaims J 
igainsi said estate, are requested to DfOMDI tnem for 
adjustment. 

.I0HN- L. 1I1YTI1IAN. Administrator. 
cot* wit-wtf 



Proclamation of the Governor. 

Whereas, numerous applications have been 
made to me from many good citizens of this 
Commonwealth, prnyiiig Die to issue a procla- 
mation forbidding the march of any forces of 
this or tiny other State or .States over our soil, 
to make an apprehended attack upon the 
Federal forces nt Cairo, in Illinois, or to dis- 
turb any othet wiM- t'ne peaceful attitude of 
Kentucky with reference to the deplorable 
war now waging between the United States 
nnd the Confederate States. And whereas, 
numerous applications from like good citizens 
of this Cotuiiionwi tiUh have also been made 
to me, praying me to issue a proclamation 
forbidding the occupation of any post or place, 
or the march over our sacred soil by any 
force of the United iitntes for any purpose. 
And whereas, it is made fully e'. idem, by 
every indication of public sentiment, that it 
is the determined purpose of the good people 
of Kentucky to maintain, with courageous 
firmness, the fixed position of self-defense, 
proposing or intending no invasion or ag- 
erewon towards any other Stute or States, 
forbidding the quartering of troops upon her 
soil by either of the hostile sections, but sim- 
ply standing aloof from an unnatural, horrid 
and lamentable strife, for the cxistense of 
which Kentucky, neither by thought, word, 
nor act, is iu any prise responsible. And 
whereas, the policy thus recommended by so 
IMPS of my fellow-citizens of all political 
leanings, is, in my judgment, wise, peaceful, 
safe, and honorable, and the most likely to 
preserve peace and utility between the neigh- 
txiriiig bordering States on both shores of the 
Ohio river, and protect Kentucky, generally, 
from the ravages of a deplorable war. And 
whereas, the arms distributed to the - State 
Guard, ' composed as it is of gentlemen 
equally conscientious and honest, who enter- 
tain the opinions of both parties, arc not to 
he u>cd tir/viast the Federal Government nor the 
Cutifcdi rate States, but to resist and prevent 
encroachments upon her soil, her rights, her 
honor, und her sovereignty by either of the I 
Belligerent parties, and to preserve the peace, 
safety, prosperity, and happiness and strict i 
ucutrality of her peopte, in the hope she may [ 
soon haye tin opportunity to become a sue- I 



MISCELLANEOUS, 



HARDIN'S 
GAT iT iERY C33c" ART, 

Corner St. Clair and Main Streets. 

Entrance on St. Clair, opposite the Mansion Iloust 
FSANKFOET, KY. 

AV IMi opened a Uallery. the undersigned ro- 
specttully informs theciliiens of Frankfort and 
lieioill that ho is prepared to take pictures in tho 
pest style. Having a superior Camera, he thinks ho 
can please those who may favor him with their pa- 
tronage. 

Allibroty pen, .HelaiiiPot)[iri,, I'liolo- 
ttriiiilih. Ac., of sites and in cases to suit the 
taste- .,t all, taken in the highest style of tho art, 

and on moderate terms. 

ITTPHc invites those who wish to get their like- 
nesses taken, to call and see specimens of his work. 
Satisfaction will bo given or uo charge made 

aprU wAt-w tf W^JLJI-JI AKD1N. 

o <o> Ii. 



HARDEE'S INFANTRY TACTICS! 

2 vols. : I'rice $2— by mail. 42 25. 

CAVALRY TACTICS ! 

3 vols. : Price «5— by mail, J5 40. 

THE SOLDIER'S COMPANION! 

Price, 25 cents. 

M CLELLAN'S BAYONET EXERCISE ! 

I'ricc SI 50. 
For sale by Kl i.\<)\ &. UIBBONS, 

jel8t-wiwlt Frankfort, Ky. 

HARDEE'S~TACTICS 



MANUAL OF KENTUCKY 

STATE GUARD. 

2 VOLS.: PRICE $2. 



For sale by 



may28 w*t-wSt 



KLKNON A Ull'.llONS. 
Jlain street, Frankfort. 



HATS & CAPS. 

rinnflll mediator between them; and in order I VCfF. have just rcc«ived another addition to our 

10 remove the unfounded distrust and suspi- , spriiia st.jek. and have now on hand tbe largest 

and most complete assortment of 

G ntlemen's, Boys', and Youth's 
HATS AND CAPS 

L'ver brought to the city, c- bracing some entirely 
AND BEAUTIFUL STYL 

SUCH AS TUE 

Planter," 

The "Amazon," 

Brown "Stiff Brim," 
Claret "Stiff Erim," 

Gentlemen's Dress Hats, 

And an endless Variety of other styles for men 

youth, und hoys. 
Also, a lull assortment of legatit styles of 

STRAW GOODS. 

Having an extra large stock on hand, wc are dc- 



cioneof purposes to force Kentucky outof the ! 
Union, at the point of the bayonet — which may j 
have heen strongly nnd wickedly engendered j 
in the public mind in regard to my own posi- 
tion and that of the "State Guard," 

Now, therefore, I. IIKKI.VII MAGOFFIN, 
Governor of the Commonwealth of Ken- I 
tucky. and Commander-ln-Chi^f of all her I 
military foroot, "ti land or water, have i->iie,| BrOWH 
this my proclamation, hereby notifying and 
warning all other States, whether separate or j 
united, nnd especially the "United States" | 
and the "Confederate States," that I solemnly 
forbid any movement upon the soil of Ken- 
tucky or the occupation of any port, post, or 
place whatever within the lawful boundary 
and jurisdiction of this State, by any of the 
ibrces under the orders of the States afore- 
said, for any purpose whatever, until author- 
ized by invitation or permission of the I.eg- 
i-lative nnd Executive authorities of this 
State previously granted. I also hereby especi- 
ally and solemnly forbid all good citizens of this 
C 'tomon wealth, whether incorporated in the 
"State Ghrard" or otherwise, making any war- I 
like or hostile demonstrations whateverngtiinst 
any of the authorities aforesaid, earnestly re- 
questing all citizens, civil and military, to be | 
obedient hereto; to be obedient to the laws I 
and lawful orders of both tln'civil and milt*! 
tary authorities; to remain when off military | 
duty quietly and peaceably at their homes, 
pursuing their wonted lawful avocations: to re- 
frain all words and acts likely to engender 
hot blond' and provoke collision: to pursue 
such a line of wise conduct ns will promote 
peace and tranquility, and a sense of safety 
and security, and thus keep far away from our 
beloved land and people the deplorable ca- 
lamities of invasion; but at the same time earn- 
estly counseling my fellow-citizens of Ken- 
tucky to make prompt and efficient prepara- 
tions tn assume the tu mor and attitude pre- 
scribed by the paramount nnd supreme law 
of self-defense — and strictly of self-defense 
alone; praying Almighty God to have us ever- 
more in his holy keeping, and to preserve 
us in peace, prosperity, and security for- 
ever. 

In testimony whereof. I havo here- 
mv name, and caused the 



termined to close ihem out at prices lower than ever 
before offered in tho city. Give us a call, and satisfy 

yourselves. 

KKF.NON A GimiONS. 
Dealers in llats, Caps. Hoots, Shoes, Ac. 

Main Street, Frankfort, Ky. 

apr4 wAt-w3t 

TAPE R HANGINGS. 

UK* MB liKAlTIHL STYLES 

—ALSO — 

LINEN ARD PAPER 

WINDOW SHADES 

CURTAIN FIXTURES, SC., 

Just received and for solo verj cheap at the Book 

Sturo uf 



KEENON & GIEB0NS, 



f 1 unto *c-t 

\ ' ' / seal of the Ooimnonwenltli to be nffix- 
ed. Done at Frankfort, this- the *J0th 
day of May, A. J). and in the 69Ul ymr 

of the Commonwealth. 

Hvthe Governor: B. MAGOFMN. 

Tho8. IS. Monkok. jr., Scr'v of State. 



jnuUG wAt-wtf 



Main St., Frankfort. Kr. 



Proclamation by the Governor. 

$250 EEWAKD. 
Commonwealth of Kknti-cky, j 
Kxccitivk Dkpaktment. i 
\T T I!KKKAS, it tins been imtde krrnwn t.t me that 
>* JIM BROWN (a -lave.) who killed nnd BUN 
dored L>r. W. A. Norwood, of Henderson county, on 
the 1st instant, haa Qud from justice, and is now go- 
ing at large: 

Now, therefore, I. BBRIAH MAfiOFFIN, Gover- 
nor of the (.'•'inm>'iiwcalth of K«*ntuek>, do hereby 
offer :. reward ui Two Hundred and Fifty Dollars 
or the npprchenfion of BVra Jim Urown, and his de- 
livery to the juiler of Henderson county, within one 
year from the dale herouf. 
~ m In tastimom woor«of, I have hereunto set my 
\i a f * inni ' !1 "d fau^ed the senl of the CommotV 
) k f*j wenl tli lo ho ntlixcd. I)r»ne at Frankfurt, 

rlii.s IStfa day ot'^pi U, A. I)., l^Ul, and in the 

Uvtfa year of the Couiuiouwealth. 

Itv thc<;..vi*rn«»r : B MAGOFFIN, 

THO. IJ. MovkOB. jr.. Secretary ot State, 
liy Jas. W. Tate, Assistant Socrctary. 

Description. 

Jim Brown is about 3 feet 7 or fl inches high; nnd 
weighs about Mu pounds j has a bushy hend , nud 
whiskers under the chin ; is of very dark brown col- 
<-r; eyes rather prou inert, and smiling countenance. 
He is frost-bitten, and when last seen was barefoot- 
ed, and dressed in n light-colored coat; is armed with 
a long rifled pistol, with the cock under the barrel. 

The citizen* of Henderson and Henderson county, 
have also offered a reward of three hundred dullard 
lor his apprehension. 

aprl3 wAt-w3m 

Proclamation by the Governor. 

ft.»00 RFWAItD. 

COMMONWEALTH OF KeNTI CKT, ) 

Kxecutive Department.! 
TVMiEREAS, it is represented to me that Thos H. 
»* .li ny, recognized r ( , uppt-ar bfforo the l J idice 
Judge of Mt. Sterling, for examination on the charge 
of shooting with intent to kill, Thomas Green; and 
whereas, said Gre^n did subsequently to snid recog- 
niznneedio and Thomas It. Judy did escape from 
the Sheriff of Montgomery county, and is now going 
ar large: 

Nov*, therefore. I. ItKRIAII MAGOFFIN. Governor 
of the aforesaid 4 'nimnonweallh, do hereby otter ■ 
reward o) kixv llniMlrrd Do I la for the ap- 
prehension of the said Thos. It. Judj, and his deliv- 
ery to the .niler of Montgomery county within one 
year from t ho date hereof. 

In test imony whereof. I have hereunto set 
•{ L. 9. )■ my hand and caused the seal of the Com- 
mon wealth to be affixed. Done at Frankfort, 
this 13th day of .March, A. 0. 1801, and in the 69th 
year of the Commonwealth, 

By the Governor: B. MAGOFFIN. 

Tuo. li. Monkoe. Jr.. Secretary of State. 

Description. 

The said Judy is 35 yeajre old: six feet high, and 
well proportioned; of dark complexion; had whiskers 
when be left, and dresses neatly, though not costly, 
in trader style. 

nuUtB wAt*w3m r 



Louisville & Frankfort and Lexington 
and Frankfort Railroads. 



ON and after Monday, April 83,1861, trains will 
leave Frankfort as follows: 
Trains going West at ::13. A. M., nnd 3:3 P. M. 
Trains going Fast at ftgO, A. M.. and tir.D. P. M. 
Tho Morning Train West mnkes connection for 
Chicago, leaving Jeffcrsonville at 830 1*. M. 

The Afternoon Train makes connection via.Ieffer- 
sonville. New Albany, and Ohio, and Mississippi roads 
for the West and South. 

The Nashville Trains leave Louisville at 7:45 A. M. 
and ":00 P. il. — making close connections tor tbe 
tsuutU. 

SAJa'EL GILL, ^periateaaW. 
STrEl wit-wtf 



LOOK AT THIS 

M. L. PIERS0N, 
Kanufacturer of and Dealer in 

CHOICE CONFECTIOMRIES, 

8t. Clair St., Frankfort, Ky., 

(At the old Stand of T. P. Pier eon,) 

THANKFL'L for the very liberal patronage I have 
received since tho above Establishment was 
opened. I have to say that no exertion on my part 
shall be wanting to supply the increasing demand for 
Cakes. Candy. Pyramids, Ice Cream, kc„ on the 
shortcut notice, and mnut reasonable terms. 

TtVI ' , " nlsc» Agent for Clark's revolving Looper 
Sewing 'Mchincs — one of the best and cheapest Ma- 
chines now in l&ae. Price 111 . Hummer $5 00 
extra. 

TT^Ice! Ice! Ice!— the greatest accommodation 
yet— can be had at my ('onfectionary at any time from 
5 o'clock. A. M. until 9 o'clock. P.M. 

mart? wA-t-wtf M. L. PIKRSON. 



TS^ew \ r olnmes 
OF THE I OUR REVIEWS AND 

BLACKWOOD 

C0NMLNCE JANUARY, 1861. 

teTms. 

For any one of the four Keviews, Perann. 83 00 

For any two of the four Keview.s 5 00 

For any three of tho four Reviews, 7 00 

For all four of tho Keviews, 8 00 

For lilnckwood's Magazine. 3 00 

For lUackwood and one Kevicw. 5 00 

For Bitot wood and two Reviews. 7 00 

For liIackw«»od and three Reviews. 9 (K) 

For Iflackwoorl and tho four Reviews, 10 tiO 

Mono current in tho State whero issued wilt be 
received at par. 

Clubbing. 

A discount of t wen ty -five per cent, from the above 
price will beallowod to Clubs ordering f:>»r or more 
copies of any one or more of the nbove works. Thus: 
Four copies of Rlackwood, or of one Review, will bo 
sent to one address for 89; four copies of the four 
Keviews and llluckwood for 830; nnd so on. 

rn ^Remittances should ahvflya bo nddressed to 
tho Publishers. LEONARD SCOTT A CO.. 

niaiO wAt-wtf No. 54 Gold St., New York. 

Ccal and Lumber Yard. 

TIIK undersigned would inform the citizens of 
Frankfort and ihe surrounding country, that he 
will keep oon&tantlj on hand Yohegheney, Kentucky 
River, Pojneroy, and Cannel Coal which he will sellnt 
thehtwest market price, either by the quantity or 
cart load. 

He also keeps all kinds of LUMBER, which he will 
sejlon a'Oonuuodating terms. 

TTTIIis Coal and Lumber Ynrd is on the Ken- 
tucky river, immediately below the Railroad Bridge, 
being the same formerly occupied b> Todd & Critten- 
den. JOHN 0. HATES. 

neplfiwAt-wtf 

removalT 

TOIHN hns removed his stock of Groceries to 
his new house on Lewis street, opposite C. G. 
Brah»m'J Livery Stable, where ho invites nil his old 
eustomcrs and as man} new ones as wish to patronize 
him. 

He keeps constantly on hnnd n choice assortment 
of Sucar. Coffee, Molasses, Spirits. Tobacco. Ciears, 
Liquors, and even thine usuallj kept in a well stock- 
ed grocery establishment, which be proposes to sell 
as cheap us any other house In the city. 

„„<» IrAjt »tf U TOKIN. 



L. 



MEDICAL NOTICE. 

T HATE associated with me Ilr. T. M. REDDEN, 
L lateiraduateof the P. M. Colleee. of Ohio. 1 ho 
Doctor studied the science of medicine under my 
-uprrvision.und graduated nt the nbove institution, 
with the first honors of the class of 1^60-61. Persons 
cnllins for me, in my absence, aro recommended to 
his medical skill ; nnd he can he found at all times, 
except when professionally enaaeed, at our otlicc, 
five miles from f rankfort, on the \ orsaillcs turn- 
pike. B. C. SNEDAKKK. 
febSf wAt-wtf 



KENTUCKY RIVER 

C O A. X.. 

I HAVE just received a fresh supply of the BEST 
KEXTH'KY klVEU COAL: also a laree lot of 
CANNEL. Pittsburg. Vouphiogheny. and Pomcrpy. 
which I will sell. at the lowest market price. All 
orders will be promptly filled for any point on tho 
Kailroador citj, by applying to me by mail.nratiny 
Coalynruin I'rjukfort. fa. LLAtls. 

}ltl\ t-wff 



